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$cO STEEL-RIVETED WATER HEATERS 


Are designed with 
Boiler-size Doors 
for convenience 
in firing-up and 
cleaning out. 


No special firing 
tools needed. Use 
a scoop shovel 
(that’s all). 


Made in 17 sizes, 
to heat 130 to 700 
gallons of water 
per hour. Good 
for all city water 








- . SS 2S. 
Surface Burning pre ure 
Type 
Also Made With 
Magazine Feed 
KEWANEE B°ILER COMPANY 

KEWANEE, ILLINOIS 

Steel Heating Boilers, Radiators, Tanks, Water Heating Garbage Burners 
BRANCHES 

ATLANTA 1522 Candler Building DETROIT 1772 West LaFayette Boulevard NEW YORK CITY 47 W. 42nd Street 
BIRMINGHAM 2233 Arlington Avenuc EL PASO 226 Mesa Avenue PHILADELPHIA 510 Real Estate Trust Bldg 
BOSTON ™ 555 Little Bidg., 90 Boylston St GRAND RAPIDS 402 Michigan Trust Bldg PITTSBURGH Empire Building 
, HARI OTTE N. ¢ 1016 Tenneten Building INDIANAPOLIS 22! Indiana Term. Warehouse ST. LOUIS 4200 Forest Park Boulevard 
: try oe 2W. W shi cong ae mem KANSAS CITY 2014 Wyandotte Street SALT LAKE CITY 204 Dooly Building 
CINCINNATI rn oe ee LOS ANGELES 420 East Third Street SAN ANTONIO 502 Calcasieu Building 
CLEV El AND Superior Ave.. N. E. at 17th St MEMPHIS _ 1812 Exchange Building SAN FRANC IsScoO 635 Mission Street 
DALLAS 1903-4 Santa Fe Building MILWAUKEE 440 Braclay Street SEATTLE 326 Columbia Street 
DENVER 1226-1228 California Street MINNEAPOLIS 708 Builders Exchange Bidg SPOKANE 5/7 Empire State Building 
DES MOINES 707 Hubbel Building NEW ORLEANS 314 Carondelet Building TOLEDO 1121-1122 Nicholas Building 


DOMINION KEWANEE BOILER CO., Lrp., 66 Richmond Street, East, TORONTO 2, ONT 
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lamas Day 


Columbus believed that the earth was round and he 


proved it. It took lots of nerve in those days to have 


an idea and lots more to try and convince somebody, 


else that you were right. 


‘Today we tell the plumber that the YVYQGE®, Line will 
help him build up his business, and we can prove to 
him that it will if he gives us half a chance. 


Just now things are beginning to remind us of winter's 
cold, of frost that makes things uncomfortable for us 
and lots of unprofitable jobs for the plumber 


VQGEL Frost Proof Closets and the VQGEL Krost 
Proof Hydrant are ideal equipment tor 
buildings, garages, ete. 


unheated 
You know lots of plac es where 


you could install a Frost Proof Closet or Hydrant 


Explore your territory, visit your old customers, dig up 


new ones, ask them to buy. Your jobber will help you. 


I” 


See him now. 


A. Vogel Co. 


St. Louis, Mo. 
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and HOLDER 
Unreel just what you need_direct into sewer 


50 te 100 foot Rep handled by one man with 
absolute safety. Impossibe te unceil and get away 
~No boelts_No set screws tobe lost or broken 
WeLVERINE SEWER Rop with ReTtaRry HEAD 


saves time and labor and functions effectively. 
WRITE FOR DESCRIPTIVE CIRCULAR. WESELL THE RETAIL PLUMBING TRADE EXCLUSIVELY 


WOLVERINE BRASS WORKS 


MANUFACTURERS GRAND RAPIDS _ MICHIGAN. 
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It Pays to Use 


CLIP-BAR 


Wrought Steel Dn ' ‘ -\ 
Adjustable 3 


Radiator Brackets 


They speed up radiation jobs in a way that is 
a joy to behold. Made of the best quality open 
hearth wrought steel, they will safely carry many 
times the biggest load that you can ever put on 
them and allow the radiator to be hung within 
1°< inches of the wall—a space-saving feature 
found only in CLIP-BAR Brackets and one 
which you will readily appreciate. 





And, flexibility? That is their middle name. 
With CLIP-BAR Brackets you can not only 
adjust the radiator after it is hung but you can 
always see just what you are doing. Besides, 
they permit a 2!4-inch expansion vertically and 
even more than that horizontally. But no mere 
description can do justice to CLIP-BAR quality 
and convenience. You get a set and then tell us. 


Order From Your Jobber 


or From Us Ai 
é | 
a é ¢ 


CLIP-BAR MANUFACTURING CO. 


Erie Ave. and Richmond St., Philadelphia, Pa. 


| 
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For Hot Water and Heavy Duty! 


URING the past year the demand for tank heaters for heavy duty and high pressure work 


No. 10-A 


TANK 
HEATER 


40 gallons capacity 


Ask about quantity 
discounts. F. O. B 
Philadelphia, New 
York, Chicago and 
Boston. Can be 
bought from the near- 
est office or your job 
ber. There is a proper 
size Novelty for every 
hot water supply need 








$11.50 
to the Trade 


Brick-lined firepot pre 
vents heat loss and 
holds fire from 12 to 
15 hours. Operates on 
less than a bucket of 
coal a day. Burns 
hard and soft coal 
When hard coal is used 
pea coal or No. 1 buck- 
wheat is best 


has been so great that we were prompted to adapt Novelty Tank Heaters to this kind of 
service. The result is the Novelty Hevy-Dutee Tank Heater, which is tested at 300 pounds 


and guaranteed to withstand a working pressure of 125 pounds. 


The fundamental Novelty construction remains unchanged, however, and Novelty Hevy-Dutee 
Tank Heaters combine the new advantage of a 125-pound pressure with the old advantages of the 
baffled water-way, rocking and shaking grate, butterfly damper, sturdy reinforcement rods, and 
six-inch combustion ring in firepot section. 


We are confident you will agree that no other tank heater on the market combines all of these 
advantages. Yet 


cost no more than others. 


Tell your prospects and customers that they can have 
plenty of hot water at all times with a Novelty, on less 
than a bucket of soft coal, No. 1 buckwheat or pea 
coala day. You can make more money on a Novelty 
installation, because the Novelty’s 125-pound guarantee 
often makes unnecessary the installation of a relief 


peseseseses 
ps tees 
pees 
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valve or pressure reducing valve. 


We were the first to manufacture the Novelty tyre of 
Tank Heater, but there are many imitations. The 
Novelty is never made to sell under another name, and 
it’s not a genuine Novelty unless it has ‘‘Novelty”’ 
on the door. Look for this and insist on it. 


“ ABRAM COX STOVE CoO. 


NEW YORK 
113 East 34th Street 826 Park Sq. Bldg. 


PHILADELPHIA 


American and Dauphin Streets 


Despite the added advant- 
age of the 125-pound guarantee, Novelty Hevy-Dutee 
Tank Heaters have not been increased in price. 


© 





Write Dept. D-10 at the nearest office. 


BOSTON 


Ttttittthi seit 





profits. 


out 
and customers. 


+ 
$334 
{ 


bes.e00ccete 


preescoscocoones 
posgustesses: 


+= 


Dept. D-10 


| Name 
| Street 


| 
1925 : City 


CHICAGO | My phone number is 
735 West Monroe Street | 


Tank | Abram Cox Stove Company 


| Phila., New York, Chicago 
. (Send to nearest office) 
which | 


Please send me _ booklets 
Tank Heaters imprinted with my 
name, address and phone number 
free of charge 


The 125-pound guarantee and the six-inch combustion 
ring are talking points on Novelty Hevy-Dutee Tank 
Heaters that will help you to increase your business and 
Write today for illustrated price sheet which 
gives full catalogue information on all Novelty Hevy- 
Dutee Tank Heaters, including the new No. 173 of 
600-gallon capacity. Ask for the booklets and blotters, 
illustrating Novelty 
Hevy - Dutee 
Heaters, imprinted with 
your name, address and 
phone number 
we furnish free of J blotters illustrating Novelty Coal 
charge for you to send 
prospects 
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The 
Great Souther: 
Hotel 
Gulfport, Miss 
Heating Contractors 
Hamilton Bros. Co 
Gulfport, Miss 


Meeting exacting demands in Gulfport, Miss.— 


“The Riviera of America” 


The Great Southern Hotel, located in the 
“Riviera of America,” caters to an exacting 
clientele. 





= 
} | 


0 


The responsibility for supplying even heat was 
placed in a Continental Low Water Line Boiler 


because: 
| 7 r 
1 Its low water line gives ample space 
between low point of main and water 
| Great Southern ae line in shallow basements. 
ullport, 188. 
Fa eee ae 2 It is a rapid steamer, quickly respon- 
oe Series Low Water . 
Line Boiler sive to temperature changes. 


Equipped with 
W S. Ray Oil Burners 





w 


It is well adapted for oil burning. 


> 


It holds a steady water line. 


It is unusually economical in opera- 
tion. 


ui 


Continental Boilers and Radiators have met the 
tests of time and fire. Rush delivery on emer- 
gency orders. 


(Continental Heater (rporation 
Home Office and Factory 


Dunkirk N. Y, U.S.A. 





BUILT FOR BETTER HEATING 
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THE NYE TOOL UMAG SHINE WORKS 


MANUFACTURERS OF HIGH GRADE PIPE TOOLS 





4120-4130 FULLERTON AVENUE 
) 
CHIGAGO; Ids. 
October 10, 1925. 











Fellow Descendants 
of Adam or the Ape 
as the Case liay Be: 


There has been a lot of talk lately about evolution, and I frankly con- 
fess I don't know which side is right. I don't know whether man was 
made from a monkey, or whether he just made a monkey of himself. 


As for the Adamses, I never knew them personally, and all I kmov about 
their family history is from hearsay. I'll say this: I have eaten a 
lot of apples in my time, but they never had any such effect on me. 
Most of the sin I have seen wasn't caused by apples in their natural 
State, but by apples that had first been reduced to applejack and then 
served. Man is always tinkering with creation, trying to improve on 
it, - and he certainly did make some change when he reduced the apple 
to applejack. 





If Adam went wrong, it wasn't because Eve handed him an apple. What 
probably happened was that Eve discovered the secret of making hard 
cider, and then got Adam to try some of it. You know how these women 
always do. I'm not blaming Adam, and I'm not blaming Eve. You know 
how it is when the dear things get hold of a new recipe. Whatever 

it is, they are just crazy to make it once. ,But they want you to eat 
it. They are not taking any chances themselves. 


But to get back to this monkey business; there are some people who 
don't believe this apple story and who think that we are all descended 
from monkeys. It is a lovely thought, isn't it - to have to go to the 
circus to see your relatives? But there are things abont it that I 
don't understand, and that the Darwinians don't explain. How come, 
for instance, that it has taken uncounted ages to make a man of a 
monkey when & man can make a monkey of himself in a few minutes? 


And, if man is descended from monkeys, who are these monkeys that we 
have now? Why aren't they like the rest of us? Maybe they are 
monkeys who didn't have the benefit of a highschool education, or 
Something like that. 


But it may be true at that. Look at the evolution of the Nye Die and 
other Nye tools to their present state of perfection’ And observe how 
they make moni:eys of all other pipe tools! 











Simianly yours, 


on 


The tools you swear BY and never AT. by Harry GON 
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VERY YEAR Arco._a Week means 
thousands of dollars to ArcoLa mer- 
chants. It comes at the time when your 
customers are beginning to think seriously 
of their heating problems. 
For four years Arcovia advertising has 


ENGINEERING 


featured Arco.a’s use in small homes. But 
this year it is featuring also the hundreds 
of other places where Arcova can bring 
warmth and comfort, such as stores, ga- 
rages, offices, etc. This is going to mean 
more Arcova prospects for you. 








HEN the advertisement above ap- 
pears in the Saturday Evening Post 





—— 





coupon offers a prize of $5 for every story 
of a non-residential installation of ARcoLa. 


October 10, | 


IDEAL 





on October 10th, more than two million 
readers are going to think of new uses for 
Arcova. And that is going to open up a 
tremendous new market. Not only are 
new uses for Arcova illustrated, but the 


ASSEMBLED SECTIONAL 


Think of the new field that this is going 
to open up for you. Then figure out how 
you are going to get a real share of the 
new Arco-a profits by doing the five things 
described on the opposite page. 


BOILERS AND AMERICAN 


ARCO ROUND 
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How to get your share of 
new business during ArcoLa Week 


HERE ARE just five easy things for you to do which 
will bring you your share of new customers during 


ARCOLA Week: 


A window card has been prepared 

which reproduces the advertise- 
ment shown on the opposite page. 
Make sure that you get your copy and 
put it in your window, beginning Oc- 
tober 12th. If your copy doesn’t reach 
you promptly, write our nearest 
branch. 


Go through your books, go over 

your town,scan the city directory. 
Then prepare a list of ARcoLa pros- 
pects, including as many non-residen- 
tial prospects, such as Offices, stores, 
filling stations, as you can think of. 
Send us this list and three times as 
many letterheads and envelopes, and 
we will mail to these prospects on 
your own letterhead three letters tell- 
ing them about Arcova and featuring 


your name. We will also write two 
beautifully illustrated letters to the 
prospects on our own stationery, giv- 
ing your name in the body of our 
letter. 


Have on hand a supply of the 

Arcova catalogs to give to pros- 
pects when they come into your office 
and a supply of Arco va leaflets to en- 
close with every letter you send out. 
Arco_a salesmen will see that you 
get a supply if you let them know. 


Run advertisements in your local 
newspaper—like those shown at 
the right—during Arco_a week. 


Follow up every single inquiry 
with a personal call on prospect. 


CTOBER 
tha/7th 





RICAN RADIATOR COMPANY 





‘RCO SECTIONAL 
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DIATORS FOR EVERY HEATING NEED 


SMOKELESS 
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HAYSCO PRODUCTS 


Compression Bibbs 
Compression Sill Cocks 
Compression Basin Cocks 
Compression Bath Cocks 
Compression Double Sink Faucets 
Compression Tray Bibbs 
Compression Double Tray Faucets 
Compression Draw Off Cocks 
Compression Lavatory Valves 
Compression Stop Cocks 
Compression Stop & Waste Cocks 
Garden Hose Valves 
Ground Key Bibbs 
Ground Key Cocks (Flat Way) 
Ground Key Cocks (Round Way) 
Ground Joint Brass Unions 
Soldering Nipples 
Soldering Unions 
Trap Screw Ferrules 
Cast Iron Railing Flanges 
Original McNamara Hydrants 
Corporation Cocks 
Inverted Key Cocks 
Lead Goosenecks 
Gas Cocks 
Payne's Tapping Machines 

(For Water and Gas Mains) 
Hays-Erie Curb Boxes 











N 1866 it was estimated that a 

million people had settled west 
of the Missouri River. Men pre 
dominated of course, but women 
were to be found in the farthest 
mining towns. Female emigration 
was a necessity. At this time the 
only means of reaching the west 
was by prairie schooner overland or 
by sea. 





When Mercer hunted 
te Wives for the wifeless 


N 1866 the Public Ledger of Philadelphia urged that women 

should go west to marry the successful men who were taking 
gold and silver from the earth. Colorado needed wives for its 
miners, said the Rocky Mountain News. Men in Arizona wrote 
Governor Andrew of Massachusetts urging him to send them 
some of the spinsters of that state. They would be welcomed in 
Nevada. But Washington territory was the first to accredit an 
emigration agent to the east. 


A. S. Mercer, member of the legislature of that territory, visiting 
the Secretary of the Navy in 1865 seeking a ship to carry a thous- 
and women around the Horn to Puget Sound. And nearly that 
many women, together with shoemakers, machinists and other 
mechanics gathered in New York in 1865 for the voyage west. 
But the government ship failed to arrive. Mercer, had, the year 
before, financed the transportation of about fifty women to the 
west coast, to be repaid out of their wages or by their future 
husbands. 


Newspapers’ ridicule about Mercer’s hunt for “wives for the 
wifeless’’ discouraged him, but Ben Holladay bought a ship for 
his new Pacific coast line and in 1866 she sailed with 125 women 
and a few mechanics for the northwestern coast territory. It was 
agreed that few women would go west until there was a trans- 
continental railroad. 


This indomitable spirit of pioneering, the irresistible enterprise 
following the war, permeated the land. It started great and small 
businesses, among them a little brass foundry operated by the 
Hays brothers. Following principles incorporated by the founders 
this business today has its good name rooted deep in the farthest 
stretches of the nation, after more than fifty years of dependa- 
bility. 


THE HAYS MANUFACTURING COMPANY 
ERIE, PA. 


AYSCO Probuct 


MORE THAN FIFTY YEARS OF DEPENDABILITY 
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The man who is so busy that he does not have time to read his trade paper is like 
the man who was so busy chopping wood that he did not have time to sharpen his axe 


DON'T KNOW ANYTHING THAT WOULD 
please me more than the letter before me from 
|. W. Trent, plumbing instructor in the Johnstown, 
l’a., Senior High School. Says Mr. Trent: 


to say that ‘Domestic Engineering’ weekly on plumb- 


“T am glad 


ing and heating ts a wonderful educator. In fact, it 1s 
my second best bet in the way of a text book.” When, 
as letters, quoted in this page in recent issues show, 
plumbing and heating contractors ask to be referred to 
articles already run to apply to some current piece of 
work, and when educators can make use of those same 
articles, it means that the business paper has established 
Bush, of 


Lemon Grove, Calif., says, “I have enjoyed your weekly 


an almost perfect editorial standard. L. L. 


for quite a while now and am interested in the hot 
water problems, heating, ete. Also Dolan and Olson 
and other light reading to cap off the business menu.” 


VINCE THE FIRST TRAPPERS BEGAN TO 
\* move westward, our country has been truly one of 
plenty. The world had not seen such wonderful natural 
resources. And, as is the way with human beings, we 
wasted and are wasting billions of dollars yearly be- 
cause we have never felt the pinch of want as have less 
favored countries. But suppose that some day you 
should find your family rationed as to water supply. 
Suppose that the treatment of drinking water were to 
hecome so expensive, in order to eliminate pollution, 
that you had to pay a stiff water rate for a few quarts 
every day instead of the nominal rate we pay in most 
sections at present. You will appreciate the possibility 
of that when you read Frank R. King’s article, **Pollu- 
tion of Wisconsin Waters.” 
300,000,000 gallons daily of waste matter into streams 


Think of the discharge of 


from which humans and cattle must draw drinking 
water! Only one-quarter of that amount has satisfac- 
tory treatment. Every master plumber has a very 
personal interest in this movement of “Domestic lngi- 


necring’s” to eliminate the pollution of streams. 


1° YOU REMEMBER IN SCHOOL WHEN 

you had a problem in arithmetic, the first thing 
vou did when you finished it was to turn to the back 
pages and see if your “answer” was correct? Later, 
when your book didn’t have those convenient pages, 
ou had to learn how to “prove” your answer. William 
I. Zimmermann, who knows intimately the insides of 
the books of a number of plumbing and heating shops, 


1] 
|] 


t 
Ells 


about “Labor Production” in this issue. He tells 
you how to find the amount of material you sell per 


labor hour, and then he shows you how to figure it all 


out in advance so you will be able to forecast profit 
In other words, Mr. Zimmermann shows you how to 
“prove” your profit in advance, a mighty handy thing 
to know in these days when “guesstimating” 1s) so 
general, Why be in business if you don’t make a 
profit? And to make it, you want to know how to 


figure it out in advance 


NONTINUING THE IMPORTANT TASK OF 

A comparing plumbing codes, R. M. Starbuck, Jr., 
points out this week that only 24 out of a total of 200 
plumbing codes studied referred to the subject of local 
venting of water closets. Mr. Starbuck feels that the 
neglect of this subject in codes is ditheult to under 
stand, and that the absence of obnoxious odors in mod 
ern high class public toilet rooms is due to the demand 
of the architect and the engineer. Local venting con 
sists in leading the foul air directly to the foul ai 
ducts to keep them from mixing with the general atmos 
phere of the room. The Hartford code, which covers 
this subject in a comprehensive manner, 1s quoted im 


Local Vent 


the article, “Ventilation of Voillet Room 
ing.” 

: on WILL FIND A NEW DRAWING PROB 
lem in this issue, If you haven't already done so, 
get into this “What’s Wrong Here’ class. [ imagine 
that those who are now members get a big kick out of 
secing the drawing problem with its errors and then 
going to work on the blank drawing provided and set 
ting things right. You'll also find a Round Tabl 
session’ this week, somewhat late because of vacation 


but interesting nevertheless. 


AVE YOU NOTICED THE COVER ‘THIS 
week? It shows the chimney of the Anaconda 
Copper Mine, at Anaconda, Mont., supposed to be the 


largest brick chimney in the world. It is published in 


connection with the picture story of the manufacture 
of brass pipe which is now in its fourteenth week, and 
which will cover every phase of the subject. 1 re 

ommend this series to you as fine reference material 
The more you know about the products you handle 
the easier you will find it to sell the man who 


“wants to know.” 


bur Zakk 


The only way you can sell him 


is to know. 
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THE ‘“‘TOLEDO”’ No. 2 | A 
IS NEARLY 30 POUNDS LIGHTER | jou 
THAN ANY OTHER 23” TO 4” THREADER | tra 
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] 
Thirty pounds lighter than any other 2!4-inch to 4-inch thread- | - 
ing tool, means several hundred pounds less to lift during the day’s 
work. } ag 
| 4 
This ‘‘TOLEDO”’ No. 2 tool is by all odds the lightest, most com- | ove 
| pact and desirable threading tool of this capacity on the market. f | 
| No excess weight, few working parts, and a perfect mechanical princi- we 
ple, assuring the greatest ease of operation, puts the tool in a class by hab 
itself, and its net cost to you is less than other 2!5-inch to 4-inch | tion 
threading tools. | ae 
a i 
Your Jobber Will Be Glad to Quote You | ei 
| he 
| 
| THE TOLEDO PIPE THREADING MACHINE CO. mac 
TOLEDO, OHIO NEW YORK OFFICE: 50 CHURCH STREET ind 
iS 1 
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| Was 
| and 
iS { 
| arr. 
| proc 
: com 
Was! 
BIG BUILDING SERIES No. 81 
reco 
| fac t 
This is the new Dexter Horton | abies 
building in Seattle, the largest single stud. 
unit office building in the northwest; | oniaad 
one-quarter million square feet of | aie 
rentable area. | accey 
The heating contract on this big | lo ¢ 
job was handled by Hugh F. Phelps, TY 
3133 Arcade Square, Seattle, Wash., 
and to do the work without loss of | be sf 
time he used ‘‘TOLEDO”’ tools oper- | hold 
ated by the ‘‘TOLEDO”’ Power Drive. ‘ shad 
to 
Again ‘“‘TOLEDOS” were used be- | ; 
cause of their superior efficiency. j the | 
| ( 
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few days ago marked 


The Hand-to- |“ 


as the one-hundredth 
Mouth Trend sary of the first 


journey in which a steam locomotive was used for 


annivet 


railroad 


traction, Within a few years after the introduction 


of this mode of transportation, the effect of railroads 
on business was noticeable. Of course, there was 
great reduction in the cost of transporting goods 
But 
of particular interest was the effect on the buying 
habits of the merchants, who, according to a descrip 
tion 
a large 


over that formerly paid for wagon transport 


of those days, “instead of laying in, as formerly, 
stock, now order the goods as they want 
them.” In other words, certainty of quick deliveries 
made long anticipation of requirements unnecessary, 
} 


hal 
1G 


hand-to-mouth buying became the custom just 
as it has in the past year—and for the same reason 

Adjustment to this piece-meal method of buying 
was somewhat difficult for many sellers of plumbing 


When, 


the season for a buying movement 


and heating commodities to make this veat 
as in the past, 
arrived and, instead of a rush of anticipatory orders, 
produced only a steady stream of moderate-sized 
commitments, the feeling developed that business 
wasn't what it should be. Some still cannot become 
reconciled to this method of buying, in spite of the 
fact that efficient transportation and sufficient manu 
Many 


these 


good reasons for it. 


that 


lacturing capacity are 


students of business, however, believe 


conditions must be accepted, and, when they are 


accepted, that the result will be ultimate benefit 


to everybody who makes, buys or sells merchandise. 
This will be so, bankers declare, because it will 
be strictly economic. Of course, too much with- 


holding of necessary orders by buyers is as harmful 


business as over-ordering. But, assuming that 


purchaser gauges his needs carefully and exer- 
proper discretion, speculative buying will be 
lone away with and speculative producing will, ac- 


; Then, the proper and desired 
between supply and demand will be more 


. be lessened. 


readily attained. 
tion of idle stocks in all lines of business is releasing 


And already, it is said, the reduc- 


many millions of dollars for investment im produ 


tive industry and, at the same time, is actually low 


ering the cost of doing business 
Such economic principles are worth consideration 
If this ot doing business is going to become 


way y 
general, it will affect operations that have been base: 


on seasonal buying. Conforming changes must be 
made. And it is interesting—this hundredth anni 
versary of the event—to think that the invent 

the steam locomotive was responsible tor this econom 


trend which has been so clearly marked in plumbu 


and heating this year. 


} 


Do you remember ‘way back when 


Heat the 


Farms 


for the stove in the living room to get dressed 


you used to jump out of bed on a 
cold, frosty morning and make a dash 
De 


you remember how you used to roast if you were 


within ten feet of the stove and freeze if vou were 
any farther away’ And how the front of you toasted 
the back of Phose 


the days of chapped hands and cold nose 


and you congealed : were cet 

tainly 

Life was a hard proposition in-the winter time. 
Well, those days are not gone with thousands of 


still 


Some ot those 


people yet. Steam, hot water or vapor heat 1 


unknown to them—and they need it. 
same people are driving automobiles. * They have 
And yet they are putting up with the dis 


of old fash 


radios. 
comforts, ill health and inconveniences 
ioned heating equipment. 

Particularly is this so in farming communities 
Money has not been plentiful in the last few years 
And many heating contractors have ov: rlooked the 
possibilities of the farm market. Now, agricultural 
The purchasing power of th 


We know 


one heating contractor who has sold ten heating 


prosperity is a fact. 


farmer is large enough to buy real heat. 


plants to farm homes in his community in the last 
He got it by 
Other heat 
Now 


three months. That’s good business. 
ing after it, for it didn’t come to him. 


too 


LO 
ing contractors can do it, by going after it 


is a good time to start. 
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big. 1.—Wilson Creek, near the city of Menominee, Wis., on state trunk highway 


Pollution of Wisconsin Waters 


By FRANK R. KING 


T ATURE has done much to make Wisconsin one of 
the most beautiful areas on the face of the earth 
Man, by his indifference, carelessness and greed 


eem however, to be bent on undoing what nature has 


o generously done for our enjoyment and well-being 


That the existing conditions may be better understood 


as they relate to the pollution of our inland lake river 


and stream and the responsible factors linked and 


studied jointly from the viewpoint of prevention, control 


and cure, the following information is presented 


Wisconsin ha 
well distributed 


approximately 7,500 rivers and streams 


over the entire state These have an 


approximate length of $,500 miles 


There are 2,951 lakes, and 1,000 ponds, 75 per cent of 


Which are in the northern part Wisconsin has 15,000 


mile of inland lake shore, together with 388 miles of 
Lake Michigan shore, not including the shores of Green 
Bay, 150 miles of Lake Superior shore, nor the Apostle 
Islands 


figures are estimates, but are sufficiently 
Those that 
records of the 


Some of these 
accurate to permit their use for this purpose 
Bureau 


follow are taken in part from the 


of Plumbing and Domestic Sanitary Engineering 
RIVER AND STREAM POLLUTION IN WISCONSIN 

FYAHE MAJOR pollution of our streams and 

lakes is confined to the southern and eastern portions 


of the state, or about one-third of the area, in which less 


rivers, 


than 25 per cent of the lakes and streams are situated 


Thus two-thirds of the area and 75 per cent of the rivers, 


streams and lakes are reasonably free from pollution 
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Chis is especially true of the smaller streams generally 


referred to as creek tributaries of the larger streams 


and rivers 
streams previously referred to are 


The 3,000 spring-fed 


as yet, except in some local spots, not seriously polluted 


if at all On the other hand, there is much pollution in 
Rock, the Fox, the Milwaukee, 


industrial 


such rivers as the parts 


of the Wisconsin on which large plants are 
located, the lower portion of the La Crosse, the Chippewa 
at Eau Claire, and some of the smaller rivers, and streams 
in the polluted area in which the larger rivers are situated 
thus creating in many instances dangerous conditions for 
man, live stock and fish life 

There are 5 major and 21 distinct watersheds compris 
Wisconsin, each 


ing the drainage areas of the state of 


one coursed by a river of considerable size (See map of 


the state showing stream pollution.) 

Chippewa River, length, 180 miles, with a drainage area 
of 9,573 square miles, and its tributaries, are generally 
free from pollution except at Eau Claire. 

Buffalo River, and its principal tributaries, the Farring 


ton Creek and Elk Creek are relatively free from pollu 


tion 
Black River, length, 140 miles, draining an area ol 
2.270 square miles, with its principal tributaries, numet 


ous creeks and long, narrow watershed is relatively free 
from pollution 

La Crosse River and its small stream tributaries «are 
considerably polluted 


Wisconsin River, length, 225 miles, draining an area of 


12,280 square miles, with its principal tributaries, (h 
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PLANTS, TANNERIES + 
MISCELLANEOUS PLANTS 

INVESTIGATED a 

] L.  F I N 0 l S 
Fig. 2.—Map of Wisconsin showing major sources of stream pollution 

Pelican, Tomabawk, Prairie, Rib, Eau Claire, Big Eau Rivers Its principal tributaries are fark, Crawfish 
laine, Little Kau Plaine, Yellow, Lemonweir, Baraboo Yahara, Sugar and Pecatonica Rivers The main river 
and Kickapoo Rivers, is polluted at industrial centers, is extremely polluted from its source to its mouth, but 
such as Rhinelander, Tomahawk, Merrill, Wausan, many of the small creeks and streams are practically free 
Mosinee, Stevens Point, Wisconsin Rapids, Nekoosa and from pollution while others have serious pollution 
Portage There is comparatively little pollution below Fox River of Illinois rises in Washington county, Wis., 
Stevens Point except from Baraboo River. flowing south through Waukesha, Racine and Kenosha 

Grant and Platte Rivers, flowing into the Mississippi, counties It has considerable pollution all along. it 
ire fed by small streams and have more or less pollution course. Some of the many small creeks are not seriously 

Rock River drains an area in Wisconsin of 3,500 square — polluted 
Miles, not including the valley of the Sugar and Pecatonica Root River is polluted at Racine 
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Milwaukee River rises in Fond du Lac and Sheboygan 
counties, flowing south into Lake Michigan at Milwaukee. 
Upwards of 100 small streams form its source. The main 
river receives a large amount of domestic sewage and 
industrial waste, especially near and within the city of 
Milwaukee 

Sheboygan River, flowing generally east to Lake Michi- 
gan at Sheboygan, is badly polluted towards its mouth. 

Manitowoc liver, 
flowing east into 
lake Michigan at 
Manitowoc, has many 
small tributaries. The 
main river is pol 
luted at its mouth 

Twin River, flow 
ing generally south 
into Lake Michigan 
at Two Rivers, has 
very little sewage 
pollution. 

Wolf River, length, 
160 miles, a tributary 
of the Fox, has little 
pollution until Lake 





Winnebago cities are 


reached, 





The many = small 
tributaries forming 
the source of the lower 
and upper Fox are rea- 
sonably free from pollu 
tion, but the main waters 
are badly polluted, espe 
cially through the lower 
Fox River valley 

A number of small 
streams forming a drain 
age basin at Green Bay, 
are practically free from pollution 
except at their mouth 

Oconto River, length, 87 miles, 
drains an area of 1,100 square 
miles, flowing southeast into Green 
Bay and is relatively free from pol- 
lution except at Oconto. 

Peshtigo River, length, 80 miles, 
drains an area of 1,123 square 
miles, and flows southeast into Green Bay at Peshtigo 
Point It is free from serious pollution. 


CAUSE OF POLLUTION 

NTO these rivers and their tributary streams are dis- 
I charged the refuse of liquid-carried wastes from 129 
pea canneries, 75 or more condenseries, 1,000 or more 
cheese factories, 60 state and county institutions, and 62 
chemical and glue factories and woolen mills, making a 
total of upwards of 1,000 definitely known industrial 
plants and 200 municipal sewage systems contributing 
to the pollution of Wisconsin waters. There are, in addi- 
tion to this number, some 3,000 minor domestic sewage 
disposal plants, such as those in connection with resi- 
dences, stores, offices, public buildings, industrial plants 
and school buildings which, in the aggregate, are a factor, 
however small, in polluting streams, rivers and lakes in 
our state. 


SEWAGE TREATMENT SYSTEMS 
HERE are 333 incorporated villages and 136 cities 
1 Wisconsin, a total of 469, each of which has its 
special problem of proper sewage disposal. 
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About 80 out of 200 communities having public sewer 
systems, have provided for sewage purification by treat- 
ment systems. The majority of these, however, are of 
questionable efficiency because of faults of design and 
operation. A small percentage of the pulp and paper 
plants have provided for partial purification of the water- 
carried wastes by the installation of ‘‘save-alls’’ or similar 
appliances. About 30 per cent of the pea canneries have 
satisfactory treatment systems. Approximately 50 per 
cent of the condenseries dispose of their wastes through 
treatment systems. Approximately 500 of the 1,000 
creameries and cheese factories employ purification sys- 
tems in connection with their waste disposal. So far as 
known, but a very small percentage of gas plants and 

tanneries employ satisfactory 

purification systems. The major- 
Fig. 3.—Top—A spring ity of the state and county insti- 
fed trout stream pol- tutions dispose of their sewage in 
luted by waste from : 
iemeanidsey, twee * satisfactory manner. A _ very 
later entirely elim- SMall percentage of the chemical 
inated by a soil ab- and glue manufactories and 
sorption syatem. 4 woolen mills have given the puri- 
soo cane ace ti lit fication of wastes from. their 
dosing plants are fre- e@Stablishments attention in the 
quently sadly neglected way of providing for a satisfac- 

tory degree of purification prior 


vy meee — to discharge into bodies of water. 







PRESENT AND FUTURE EF- 
FECTS FROM POLLUTION 
BY SEWAGE 

N 1918, while compiling data 
I relating to this subject and 
making a study as to the present 
and future effects of sewage pollu- 
tion with relation to 
waters of our state, 
and to determine a 
policy for prevention 
and correction, I esti- 
mated the water-car- 
ried wastes from the 
60 pulp and _ paper 
mills at approximately 
30,000,000 gallons 
daily; from the pea 
canneries during can- 
ning seasons, 5,000,000 
gallons a day; from the 55 condenseries, 7,000,000 gal- 
lons; from the 124 gas plants and tanneries, 5,000,000 
gallons; from state and county institutions, nominal; from 
chemical and glue manufactories and woolen mills, about 
5,000,000; and domestic sewage from 163 (now 202) 
municipalities, 150,000,000 gallons. 

In addition to all this, the minor waste disposals, some 
3,000 in number, discharge 2,000,000 gallons daily, mak- 
ing altogether a total sewage and waste disposal of up- 
wards of 200,000,000 gallons per day, and which by this 
time no doubt has reached 300,000,000, less than one- 
fourth of which is treated in any satisfactory degree. 

Undoubtedly these large amounts of wastes create ob- 
jectionable and often dangerous conditions in our rivers 
and lakes for man, livestock and fish life, which can either 
be entirely eliminated or materially improved, and further 
pollution prevented by the use of modern sewage and 
industrial waste treatment systems. 


IMPORTANCE OF VARIOUS WASTES 
HE OXYGEN-CONSUMING power of certain indus- 
, ne wastes is much greater than that of domesti: 
(Continued on Page 61) 
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Ventilation of Toilet Rooms 
LOCAL VENTING 


By R. M. STARBUCK, JR. 


UST why it is that state and municipal plumbing codes 
do not pay more attention to the ventilation of toilet 
rooms, we do not know. Certain it is that the atmos- 

phere of the modern high class public toilet room is won- 
derfully free from obnoxious odors, but it us 
that this is perhaps not due to the laws laid down in 
plumbing codes so much as to the demands made by the 
architect and engineer. 

Strictly speaking, it may possibly be true that ventila- 
tion is not a consideration that sanitation necessarily need 
deal with, and a large majority of plumbing ordinances 
to take this view, for they disregard the subject 
entirely. 

Nevertheless, it seems to the writer that pure air should 
be maintained in the toilet room, and that it is the plumb- 
ing contractor’s as privilege to work for 
that object. 

Furthermore, the proper ventilation of toilet rooms 
means just so much additional business for the plumbing 
contractor, and why shouldn’t he look upon it as a legiti- 


seems to 


seem 


duty as well 
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mate part of his program, talk it to his customers, and 
get all he can of it? 

We think the plumber should be informed on this 
subject, just as he needs to have a wide knowledge of 
drainage and venting. 

In several of the drawing problems which have been 
handled in the Schoolmaster and His Class series of 
articles, we have worked local venting into the problem, 
asking that each one correct this work in accord with 


the plumbing code under which he is working. In a large 
majority of instances nothing was done with this phase of 
the problem, apparently showing ignorance of the subject 
on the part of the individual concerned, disinterestedness 
on his part, or the fact that his local plumbing code did 
not go into the matter. 

As we have already intimated, we 
is an important one, that the plumber ought to have a 
general knowledge of it, and to that end we propose to 
devote this article. 

The generally accepted 


feel that the subject 


method of ventilating public 
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room uch as school rooms, halls, ete., provides for the 
introduction of fresh air through special ducts terminating 
in wall registers, some method, such as the use of fans 


being employed to produce a movement of air through 





these ducts, into the room The exhausting of the foul 
air of the room takes place through another system of 
ducts 
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Figs. 5 and 6 Fig. 7 


THE USk OF THE LOCAL VENT 

PIAHERE was a time when toilet room ventilation was 
| accomplished in this same manner, but the method 
is no longer considered the most efficient It is clearly 
to be seen that in the use of this method, in order to 
reach the foul air registers, the foul odors must become 
diffused into the atmosphere of the room, in their passage 
from the fixtures where they are created, to the foul air 
ducts Instead of handling the thing in this way, why not 
direct the odors into the foul air duct before they have a 
chance to enter the general atmosphere of the room? 

This line of reasoning no doubt led up to the use of 
what is known as the local vent This vent, just as every 
other feature in modern plumbing, has reached its present 
state of perfection, through a process of evolution, and 
it will be interesting to see what this has led from and to 

The first application of the principle of local ventilation 
is illustrated in Fig. 1, and was made in Worcester, Mass., 
t about the time of the Civil War 

The next development is shown in Fig. 2 This con 


sists in providing the closet bowl with a short horn or 
spud, of small diameter, located near the top of the bowl, 
and towards the rear This was applied to either the 
right or left hand side of the bowl We have shown it 
applied to the washout type of bowl, which although now 
prohibited, was the real thing in its day. This type of 
local vent was of course much more efficient than the 
earlier form, but nevertheless subject to many objections 
It hadn't sufficient area The connection of the sheet 
metal pipe to the earthen horn often was not tight and 
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leaked water at each flush of the fixture. The worst 
feature was that in the event of stoppage of the bowl, 
the contents would back up into the local vent, due to 
the fact that it was below the top of the fixture 

In the use of the type of 


local vent seen in Fig. 2, L} Ae 

two systems of venting were P aii 

used, as illustrated in Figs on ~ aM 

3 and 4 f y 
Fig. 3 shows each water Hh Hi 3 

closet in the building sup- f Ns 

plied with a local vent or }{ hy 8 


seat vent as sometimes 

called, running separately to 

the chimney flue, whereas in Fig. 8 

Fig. 4 is shown the more 

common method of branching the separate vents into a 
main vent The advantages claimed for the individual 
vents are that noises and conversation cannot be trans 
mitted from one toilet room to another, likewise disease 
germs, and moreover the individual local vent generally 
has a better draft 

The local vent pipes should be carried into a heated 
flue, the connection being made above the highest chimney 
opening, so that odors may not find their way into any 
of the rooms. 

The chimney connection for a local vent system should 
be made of cast iron or copper, as these materials will 
not rust out 

The size of this type of local vent was generally 2 in., 
although 214 in. was used to some extent. When the 
method of Fig. 4 was used, the main vent increased in 
size as additional branches were received. In general, 

the main for two, three and 
riush *Y four fixtures is 3 in. 
ts We should explain the rea- 
(So Siwy son for entering the local 
op /\) | {| vent into a heated flue. The 
‘ Kopyun i §} heat in the flue causes the 
#1 air to rise in it, and this 
wy NH |} ey creates a suction which 
—] vag? "draws into the flue the gases 
and odors which are created 
in the use of the fixture, 
throwing them off into the 
outside atmosphere. 


AN EPFICIENT METHOD OF TOILET ROOM 
VENTILATION 


YHEN a heated flue is not available, a draft may be 
W produced by placing a gas jet in the lower part of 
the flue, or by other means of a similar nature. 

In addition to the carrying off of foul odors from fix 
tures, if sufficiently strong in its action, it will constantly 
draw in air from the room, thus creating a circulation and 
ventilating the entire room Indeed, experience shows 
that the local ventilation of water closets and such other 
fixtures as may be local vented, produces the most efficient 
method of toilet room ventilation. 

Water closets are not the only fixtures to which the 
local vent may be attached,——-slop sinks, urinals and to 
range water closets. We do not doubt that there are 
other applications also, for it would be O.K. to use such 
a vent in the case of any fixture or group of fixtures 
which created foul odors that might be relieved in this 
manner 

The urinal may be local vented as shown in Figs 
and 6 This consists in taking off from the house sid: 
of the urinal trap, a vent which may enter a duct 
as in Fig. 5, or a vent chamber at the rear ol! 
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DOMES] 


the line of urinals, as seen in 
Fig. 6. 


We had forgotten to mention 





another form of toilet room ven- 























‘ 
‘ 
4 
H tilation, shown in Fig. 7. This 
$ consists, as we understand it, in 
H : : 95 
; running horizontal 2-in. local 
; 
H vents between floors, and drop 
HM ping through the ceiling, with 
A openings properly placed, of the 
‘ ‘ , 
Ay toilet room below Possibly this 
vj 
‘ method may do excellent work, 
¢ : 
4 , but it seems to be subject to the 
4 P P 
; same objection as some other 
4 > . 
4 H methods, because of the fact that 
, 
5 the odors must first pass through 
: the air of the room before reach 
on: ing the inlets to the foul air 
q 
Y ‘ ducts. This method will very 
” 4 ; likely be new to many of our 
A readers. 
ny 
; ‘ In several of the drawing 
4 , problems. handled in the 
Y : ‘ 
Hv Schoolmaster and His Class 
Y ; 
$ series, this method has ap 
ween fi peared, and as we remember, in 
all cases they were from Cana 
- dian cities, and so we take it to 
Vig. 10 be a practice peculiar to that 


country. 
the local 


when a 


This gives briefly the history of vent up to 


within a comparatively short time, much superior 
of local 


This is 


closets made its ap 
the 


applied to a siphon action wate! 


venting for water 
the 


which is shown in Fig. §, 


method 


pearance. method of raised rear vent, 


closet, and is equally as applicable to other modern types 


of water closets Fig. 9 shows it applied to a siphon-jet 


water closet. 


As its name implies, the raised rear vent is at the rear 


of the closet bowl, being cast as an integral part of the 
bowl. 

The advantages of this type of local vent are easily 
discernible. In the first place, its location is such that 


back 
vent can be 


the contents of the bowl cannot into it Moreover 


the maximum area for the obtained when 


connected at this point An additional advantage is that 


location allows provision for flushing the outlet of the 
vent at each operation of the fixture. 

Experience shows that the minimum diameter required 
for satisfactory 
operation of a 


Foul Air Duct 


local vent is ap- 







proximately | 

inches, 
the area 
of a 3-in. pipe 
The raised rear 


square 
about 














vent opening is 

oval in shape, 

its two diam- IMM 
eters being H+ q 

‘lose to 3 in i : 
and 6 in., and " . x 
these dimen- ‘. 








sions are entire- 
ly sufficient for 


’ : 4 
all require- a 


ments 














It will be in- 


teresting to see Fig. 11 
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KRING | 


raised 
installed 


how the rear 


vent is 









































inder various condi 
tions Ee 
ANOTHER 
METHOD DE- 
SCRIBED RSS as | Sed 
YHEN it is im NS Lid ae Wilitittbe 
. . SY iN 
practicable or SY | } 
impossible to con } 
nect the local vents : | 
ee 
into a heated flue s 
often the next best — / ; 
thing is to use a (ih 
3 (N at 
special foul air duct \ So . | 
passing through the iz 
‘oof, with some good k ] 
| 
make of ventilator t 
‘ 
at the upper end of N 
the duet The use 
I 
of such a method is N 
| i? 
shown in Fig. 10, , : 
I 
where a double line t N } 
. NY 
of water closets, N N { 
\ \ \ \ \ 
back to back on sev \ Cae 7, 
~\ Lhd ddhddiddhedhdedidddeddidididiuuds 
eral floors connect . a 
~*~ 
lirectly into the foul WY j 
‘ | 
air duet Fig. 12 


A good method of 


creating a draft in a foul air stack in buildin Where there 
is some form of heat throughout the year, is to place a 
loop of steam pipe in the lower part of the duct, as il 
lustrated in Fig, 11 The heat from this loop will create 
an upward current in the duet, which will produce ex 
cellent) ventilation 

Under right condition where electricity can be used 
the foul air duct may be connected with a mall exhaust 
fan of the disc type, a hown in Fig. 12 r} cost for 
electricity to run such a fan is generally very small 

The raised rear vent type of local ventilation is capable 
of application to the modern and most approved style of 
water closet range, a een in Fig. 13 Thi thod of 
ventilation is very effective, and relieves the water closet 


renge of one of its worst features, the 


diffusion of ga 


and odors into the room between periodic flushe 


CODES IGNORE LOCAL VENTING 


T is a great satisfaction to know that water closet 
bowls having raised rear vents are not only being 


used more and more, especially in large public toilet 
rooms, but that in some states the u e of such fixture 
in public toilet rooms is compulsory And what is the 
result? The answer is that the use of the method, when 
accompanied by a proper draft on the main foul air duct, 
produces the cleanest possible atmospheric condition 
Innumerable interesting instance of the use of local 
ventilation on big work might be cited, and we believe 


it will be instructive to show several of these which the 


writer has observed in the city of Hartford 
Fig. 14 shows a local ventilation system applied to a 
! 
i aa | i ‘ i i 
' 4 | R (i ' > | 
c¢ ) Y Yi i ) : aS i) oe. ae ee : 
Qa re) = r a —, c= i* mn ste 
iN J No et 7 
Sz cP PP ee 
4 +f “ {fh a4 } 4 
= == ae | ee See en eee ee 








22 DOMESTI¢ 
one-story toilet room at the Northwest School in that city; 
Fig. 15 shows a very simple system in a park comfort 
station in the same city, and Fig. 16 such a system applied 
to batteries of water closets on the several floors of a 
large factory building 

Certainly local ventilation is a fine thing, when it is 
properly obtained, and we think we have proved this 
point in the foregoing 

If it is such a good thing, we would naturally expect 
city plumbing codes very generally to recognize the fact 
by showing regulations specifying the use of this partic- 
ular form of ventilation Not so, however, for out of 200 
plumbing codes referred to, only 24 were found to con 
tain any ordinance relating to the subject,_-(12%), and 
several of these mentioned the subject in an exceedingly 
weak manuef. 
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SECTION 
Fig. 14 


The cities that apparently are using local vents, to a 
greater or less extent, are the following: 


Battle Creek, Mich Ohio, State 
Charlotte, N. Cc Peterborough, Ont 
Concord, N. H Providence, R. I 
Detroit, Mich Rochester, N. Y 
Flint, Mich. Salem, Mass 
Fort Wayne, Ind Springfield, Mass 
Grand Rapids, Mich Toronto, Ont 
Hartford, Conn Victoria, B. C 
Hornell, N. Y Windsor, Ont. 
Lewiston, Maine Winnipeg, Man 
Louisville, Ky Worcester, Mass 
Milwaukee, Wis Wisconsin, State 
New Orleans, La. 


Apparently the Canadian cities make more general use 
of the local vent than do those of the U. S. 
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The cities which in our opinion 
have the best ordinances on local ss 
ventilation are Hartford, New A 
Orleans, Springfield, Toronto, Wind 
sor and Worcester. 

The Hartford ordinances on the 





subject seem to cover the ground 
most comprehensively and satisfac- 
torily, and when these have been 
studied, it will be found that with 
slight variations in detail, about all 
the information has been gained 
that can be obtained from any of 
the other codes that we have 
studied 

The Hartford local ventilation 
regulations in full, are as follows: 





rHE HARTFORD CODE ON LOCAL Fig. 15 
VENTILATION 

1. Where Required: 
intended for use by employes in factories or when in 
stalled in schoolhouses, in the general toilet rooms of 
hotels, oflice buildings, stores, railroad stations, comfort 
stations, public buildings, and other similar places shall 
be local vented, and only fixtures of a type to which local 
ventilation can be applied shall be used in such places. 
In general, local ventilation shall be applied to the fix- 
tures in any room containing more than two water-closets 
or more than two urinals or a combination of more than 
three such fixtures. Local ventilation shall also be pro- 
vided for fixtures in other places where the supervisor 
decides that, for special reasons, its use is necessary. 
2. Fixture Requirements:-—-Water-closets which are to 
be local vented shall be of a type having the ‘‘Boston”’ 
or “‘raised rear” local vent with an effective cross-sectional 
area of not less than seven square inches, the bottom of 
the outlet of the local vent to be not less than one-half 
inch above the rim of the water-closet. All urinals to 
be local vented and in such cases where one or two water- 
closets and one urinal are installed all such fixtures shall 
be local vented. Vent outlet on water-closets must not 
be connected to a vent space back of the water-closets 
nor to ducts or pipes having a pocket formed in the same; 
the vent horn must be connected to a vertical pipe by 
means of an elbow 
ventilator which must enter 


Water-closets and urinals when 









4 | the vent horn and 
8 have a band prop- 
3 erly soldered to the 
é Gale ron to Pipe elbow so as to form 
4 » — 4 
i § i — 4, i — a socket to prevent 
4 —s A vy a? A A rer . 
Dit Hos, 4 any leaks entering 
oy Ti ieccreearae hati . ae ties P back of the _ face 
of the vent space or 
wall; side vents will 
Frased Pear verss 
lier yas ie =i 73 not be accepted 
| yy Yat pa lf or approved as 
een | ALMA Maa AE Ahh bd hid fulfilling the _ re- 
quirements for local 
etd | ventilation. Where 
tert Pipe) | Gel tron Vert Pipe | 
ee Ce 7 a vent space or duct 
? a Al r et i = Tog = <—s a) a 
4. Hf Ae YH i i is used for one or 
Aa We BD re BE ee re bi 
ZL Wl MAL dL more water-closets, 
ia} 
| the bottom of the 
a 
is vent space or duct 
| Rased Pear Vers. : 
— =rhs ss iabaeedl must be higher than 
gg ads ‘eis ae) ee 


‘ the water-closet an 
AL Le ie ater os a 
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in the production of 
metallurgist knows the analysis 


N picture-story No. 13, 
copper 


figure just how 


limestone, or 


and can 
such as 


of his ore 
much flux, 
silica are required so that when the 
amount of fuel (coke) is 
used the ore will melt and form the 
two products matte and slag. 

When the proper 
been made, the coke, in one train of 
small is run up to the feed 
floor, followed by a train containing 
the ore mixed with the fluxes. The 
coke is charged into the furnace and 
on top of the coke, the ore and fluxes 
are dumped. As the coke descends 
into the furnace, it is heated by the 
ascending gases of combustion from 
previous charges. When it reaches 
the zone where the air enters the 
and strikes it, complete 
combustion takes place and the ore 
and fluxes combine to form the 
matte and slag. The operation being 
continuous, these products are being 
constantly discharged from the fur- 


proper 


calculation has 


cars, 


furnace 


the operation of a blast furnace 
was 


No. 14 ina series of Picture-Stories 
on the manufacture of BRASS PIPE 


~The REVERBERATORY FURNACES— 


nace in the 


The Better methods 


described. 
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stack, SSS ft. of the 


high, 
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copper 


large 
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No, 12 


23 


form 
of producing 











of a stream of molten material. 


copper are continually 


being devised, however, and one of 


these newer methods is the reverber 


atory furnace pictured above. These 


furnaces are said to result in great 
economy. 
The reverberatory furnace itself 


may be described as a chamber con 


structed of silica brick, held to 
gether by steel beams and rods. The 
furnaces pictured above are about 20 
feet wide and 140 feet long. Either 
soft coal, fuel oil, or pulverized coal 
may be used for heating. The 


combustion chamber is located at 


yne of the narrow ends shown in 


the picture, and with the exception 


of the air used for the combustion 


of fuel, no air is used for smelting 
the charged material 

The products of the reverberatory 
furnace are exactly the same as those 
obtained in the blast furnace—-matte 
and slag. The latter overflows con- 
tinuously into pots or into a stream 


of water and goes to the dump. 








The Drawing Problem 


N working out these drawing problems it is permis- 
| sible to make any change in piping that is desired, 
and to make minor changes in location of fixtures, 
for instance, it is all right to shift the location of a water 

closet in a bathroom to bring it nearer its stack 

Venting is one of the big things in these problems 
Make sure you work out a good venting system. Do the 
work according to your best knowledge of what modern 
plumbing practice demands. 

Perhaps some of our readers will not just understand 
what the “Domestic Engineering’’ problems are, or what 
they stand for. We will try to explain. 

The small drawing shows an elevation of plumbing, 
which contains many inaccuracies and errors of various 
kinds. On the opposite page is an enlargement showing 
only the fixtures of this same job, but they are placed 
exactly as in the small drawing. Do you see the idea of 
the large drawing? We want you to take the large draw- 
ing and complete it, by showing the drainage and vent 
work installed correctly, according to your own best 
judgment of what correct plumbing practice is, overcoming 


a Rain Leader 


Drinkin 
Fountain 


) 
oad 


Shower 





the wrong things that are Sane 


found in the small drawing. 

Do whatever you want in 
changing stacks, eliminating 
such as you do not want, or 
adding new ones, just as your 
judgment dictates. However, 
we do not want you to change 
the location of any of the fix- 
Also, change sizes of 
you think are 


tures. 
pipes that 

wrong. 
After you have completed 
your drawing, send it to ‘‘Do- 
mestic Engineering.’’ Later 
on, your drawing with many 
others will be shown in The 
Schoolmaster and His Class, a 
series of articles appearing every other week, and in which 
all the drawings submitted are discussed,—the good fea- 
tures pointed out, and those things that might be improved 
are criticized or commented upon. 





A. 8. Haney, a class mem- 
ber from Roslyn, Pa. 


Can you think of any plan that pre- 
sents a better opportunity of gaining a 
first-class knowledge of plumbing? It is 
almost equivalent to the opportunity of 
erecting a plumbing system according to 
your best judgment, and having a quali- 
fied plumbing inspector come along and 
talk the job over,—show you wherein 
your work is good, and wherein not s0 
good, all in the friendliest possible 
manner. 

We have emphasized the educational 
value of this sort of work, and to prove 
this, we have but to point to the member- 
ship of the Class, which includes some of 
our best-known plumbing contractors, 
many plumbing inspectors and many who 
stand high in every branch of the plumb- 
ing industry. 

You ought to join,—it won’t cost you 
a cent, and just see what you will gain! 

Sign your name and address, then if 
for any reason you wish your initials 
used, write under your name and address 
these words, ‘Use initials only.” 

This should be done for the reason 
that generally the first twenty or twenty- 
five drawings that are received are those 
that find their way into The Schoolmaster 
and His Class article. There is not suf- 
ficient space allotted to this article to 
permit the publication of more than this 
number. But the name and address is 
required so that your drawing may be 
returned and the Schoolmaster’s com- 
ments sent you by letter in the event 
that your drawing comes in too late for 
publication. 

If you do not want your name mem 
tioned, write below your name and 
address the words “Use initials only,” 
and your request will be complied with. 
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LABOR PRODUCTION 


Oy 





~ 
~ 
“IVEN the amount paid for labor during the year 
the pay per hour and the average selling price of 


labor per hour, can you make a very close estimate 


of your sales? 
of 
make 


mate 
this 
the 


number of men you must keep employed in order to cover 


the 
can 


If you know from amount 
sell 


estimation and from such an estimation 


past experience 


rial you per labor hour, you easily 


can arrive at 
your overhead expenses 
I tried this with six different plumbers and in each case 


the difference was a very small per cent To illustrate 
one case I asked what he had paid so far this year for 
labor and found it was $4,200.00. He pays $1.00 per hour 
and sells labor or services for $1.50 per hour From 
experience in his locality I know that the average material 
sold per labor hour, ‘at selling price, is $2.00 So the 
problem works out like this, 

$4.200 @ $1.00 per hour equals 4,200 hours. 

$4,200 hours @ $1.50 per hour equals.$6,300 selling 


price of labor. 
1,200 hours times $2. 
price of material. —_— 

Total . $14,700 

His actual sales were $14,900.00 which is a very small 
difference. 

By using such a formula for computing your sales and 
comparing the result with your actual sales, you can see 
whether you are selling enough material and whether 
vour business is producing a profit For illustration, 


00 equals $8,400 selling 


sales equals 





You need well-kept records to be able 
tnke advantage of the method of 
figuring profit described in this article 


No. 1 
(approximately) 


Example 


\--Sales $25,000.00 


Overhead 27% ER I ee ears ee 6,750.00 
Overnend per Month 2... 6s ccvceeess 562.50 | 
Overhead per day (26 days in month).. 21.25 
Average amount of material installed by 

one man per hour (selling price)..... 2.00 
Average profit on each dollar of material 

EE: CN Git et le oe es oe a , 30 
Wages pald por hour .. 3... ceccves. 1.00 
a a a a 1.50 


One man working full time can produce the follow 
per day: 


B 
ing profit 


Sales 





§ hours times $1.50 selling price equals. . . $12.00 
(labor sales) 

8 hours times $2.00 selling price equals... 16.00 
(material sales) —— 

LE PI IIINRES 555513 oie ate ate & Gee ew el $28.00 

Cost— 

8 hours times $1.00 equals.......... $ 8.00 
(cost of labor sold) 

$16.00 less 30% profit equals....... 11.20 
(cost of material sold) —-- 

Total cost 19.2¢ 

Profit per man per day................0.+ $ 8.80 


Keep these examples for saberensn in enviving at an esti 
mate of what sales should be on basis of labor expense 




















ictober 10, 1925 DOMESTIC ENGINEERING 27 









el fe N 
More fun ep 


than a barrel of monkeys 


You have heard the expression—“More fun than! a 
barrel of monkeys.” 





It’s an old, old story with most of us. 


But did you ever stop to consider that M-VB Closet 
Tank Fittings will yield “more fun than a barrel of 
monkeys’? 


How’s that? You ask? 


Because it’s a pleasure to install them, knowing the 
reputation they have for silent, dependable and en- 
during service; the satisfaction they are giving to 
millions is the satisfaction which you are anxious. 
to give your customers. 


It's fun to be in business when your customers are 
pleased and happy with your work— isn’t it? 


Ask your jobber to furnish you with 


Genuine M-VB Fittings 


MORENCY-VAN BUREN MFG. DIV. 


“--"""¥¥ MANUFACTURING COMPANY 
STURGIS, MICHIGAN 


Mention Domestic ENGINEERING when writing advertisers 
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Made the Perfection Way 


Every product turned out of our factory is made 
with the idea of meriting the permanent patronage 
of our customers. Quality of materials or work- 
manship is never sacrificed for any reason. No 
specifications are too rigid for Perfection goods. 
They stand the test of time and long service. 

Practically our entire line of floor plates, air valves, towel bars 

and flush valves are shown in the 1925 Domestic Engineering 


Catalog Directory, pages 434, 435 and 817. Reprints, punch- 
ed to fit T. E. B. Loose Leaf Catalog, supplied on request. 


The Beaton & Cadwell Mfg. Co., New Britain, Conn. 


New York Office and Store: 234 Water Street 
A Complete Line of Tested Hangers to Suit Every Purpose 
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HOW TO FORECAST PROFIT 

ry. HE overhead is $21.25 per day, so to produce a profit 

| three men must be kept working eight hours a day 

selling two dollars worth of material per labor hour 

Therefore, if you know from past experience that your 


ige profit on material sold is 30% (or any other per 


ent) and that you sell on the average two dollars worth 
how 


aterial per labor hour, you can easily figure out 


inv men you must keep busy to make your business 
produce a profit 

supposing your overhead expense came to $780.00 per 
month, Which would be $30.00 per day. How many men 
must you keep busy and how much should your sales be 
per month to produce a profit? 

Using the same figures, we find that, on the average, 
each man can produce sales of $28.00 per day, making a 
profit of $8.80. To make a given overhead of $30.00 per 
day, we divide $30.00 by $8.80 which goes about 3% 


times, 


This shows that we must keep 344 men busy 


to produce 


the overhead or about four men busy in order to produce 
a profit. 

If we keep four men busy, our sales should be 4 times 
$28.00 or $112.00 per day or 26 times $112.00 or 


Figures such as these should act as 
be taken 


$2,912.00 per month. 


neve! as absolute 


guide posts only and should 
proof 


At certain seasons of the year you will sell more mate 


rial per labor hour than at others, and at other seasons 
your sales will be lower compared to overhead than they 
hould be, but the figures used should be taken from 
past experiences and if you maintain your price, will be 


of great value in guiding you in planning your business 
to make it produce a profit. 
The above illustration shows that 3% men working 


full time will produce enough profit to take care of your 
if of 
per labor hour. Plumbers are often inclined to think that 
Maybe they 

Supposing 


overhead, each man installs $2.00 worth material 


the customer pays for the slow journeyman. 
pay more but the business suffers the real loss. 


you had only enough work for two men and your overhead 


remained the same. The only way to keep up would be 
to increase the material sales per labor hour. To cover 
overhead of $30.00 per day with only two men working, 
using the same figures as before, each man would have 
to install $4.58 worth of material per labor hour instead 
of $2.00 worth. This we arrive at as follows: 
Overhead per day $30.00 
Sales 
16 hours per day times $1.50 . $24.00 
Cost— 


16 hours times $1.00 per hour 16.00 


Profit on labor 8.00 
Profit to be made on material . $22.00 





Since $22.00 equals 306 of the material sales, $22.00 
divided by 20 equals 7231/3 cents or 1% of the sales 
Therefore, 100% or the total material sales would be 100 
times 73.1/3 or $73.33. Sixteen hours divided into $73.33 
equals $4.58 the average amount of material that must be 
installed per labor hour when only two men are working 

Proof— 

Material sold $73.33 
Labor sold 24.00 
Total sales $97.33 


iz 
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Cost 
Labor 16 times $1.00 $16.00 
Material 70% of $73.33 61.3 
Total cost 67 
Profit $30.00 
You will note that your sales have decreased but yur 
profit remains the same It would probably be easier to 
cut down overhead than to make such a decided increase 
in the amount of material sold per labor hour 
YOU NEED GOOD RECORDS FOR THIS 
N ILLUSTRATION such as the above work out 
és better where there is a force of about twenty-five 
men Any increase of per cent of overhead would be 
distributed over a larger number and the individual per 
centage of increase would be less 
You have often heard that a little knowledge is 
dangerous thing and this holds true in dealing with per 
centages So many things come into each case, that eacl 


must be studied by itself Large contracts might me 
up the figures, during the progress of the contract, or a 
lot of jobbing work might put a false light on the best 
percentages Test your figures over a long period of time 
before putting too much faith in them and then use then 
only as a substitute or auxiliary to the profit and lo 
statement The main point is to look back of the cold 
figures on your financial statement, make them march 
out before you and tell you what they represent and wh 


There is a story behind those figures and the correct inter 


pretation of that story spells your success 


Letters to the Editor 


HE BELIEVES IN ASSOCIATION WORK 

Editor “Domestic Engineering” About March Ist, otf 
this vear, Charles Perry and Fred Rapp of Hollywood 
Calif., formulated and launched a Hollywood Plumber 
Association or Club, with a dinner meeting at the Holly 
wood Athletic Club, which has since proven a rousing 
success 

Good fellowship is the first thought, but don’t get the 
idea that is the extent of it, for we have accomplished 
much toward the bettering of business in general, making 
each a better competitor to the other 

Personally, I never had the opportunity of meeting all 
the fellow merchants in Hollywood, and don’t suppose I 
ever would, had it not been for this club We meet every 
two weeks at the Athletic Club for dinner, after which 
we conduct our business and sometimes we invite the 
ladies (wives and bookkeepers), at which time we usually 
have a speaker entertain us with a good talk, interesting 
to all. 

Since the inception of our association, two others, the 


West End, and the Southeast plumbers have formed, and 
organize the entire 
of 


it looks very much as though we can 
city and surrounding territory into clubs, to take care 


the federation of 
In this way we can practically organize all the merchant 
think this is 


various districts, thus forming a clubs 


plumbers adjacent to Los Angeles. I about 
the only way that we can ever hope to accomplish much 
in organization, and there is surely need for organization 
line ¢ safely 


A survey of our accomplishments along thi an 


he termed progress 
Very truly, 
V. M. DUNN, 


Secretary Hollywood Plumbers’ Association 
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ound | able 


. 
ACATION time 
Round 


away on 


slowed up the progress made at our 


Table sessions The fact that so many were 


automobile or fishing trips, or perhaps 


both, accounts for the slow response on the Round Table 


problem presented in the July 18 issue of ‘“‘Domestic En 
gineering.”’ 
to the 


and the 


brought attention of the mem 
Table 


ions, a heating layout 


In that issue we 


bers of the Round class, readers of the 


Round Table discus for a two-story 


building, to be heated by vapor, together with an estimate 


sheet on the cost of installing the vapor system. The draw 


ings that were sent in are so well executed and show such 


general excellence that it is a pleasure to present them in 
this article 
The Round Table 


have shown 


members, in executing these drawings 
helpful the 
sions of 


discussions of 
Table 
have 


very plainly how 


former s¢ Round 
The 


not been forgotten for each 


heating problems at our 


have been to them valuable lessons learned 


member who sent in a draw 
reflecting great 


ing has applied these lessons in a manne! 


credit upon himself It goes to show that our heating 
contractors are wide awake and are willing to learn and 
profit by the experiences related at the Round Table. All 


members contribute their best and in this way all profit 


and large 


number of men who are actively engaged in heating every 


The examples workouts are the products of a 


day They bring their experiences for the discussion of 
the Round Table and for correction by the conductor of 
the Round Table 

Experience is the best teacher and the Round Table is 
evidently one of the best known means of bringing out 
the thoughts on various subjects, expressed by groups of 
men who are in touch with heating problems daily At 


the Round Table. men from all parts of the country are 


brought together exchanging ideas and methods for the 


good of the heating trade 


A great many readers, not members of the Round Table, 


follow the discussions and profit thereby During a recent 


trip through Michigan and Wisconsin, while visiting with 
heating con 
Round Table 


studying the drawings 


a large number of master plumbers and 


tractors, each person interviewed read the 


discussions with great interest, 


estimate sheets and the efforts of the other members 
One heating contractor submitted a drawing of the hot 

water iob for several bungalows It 

Table, 


well as a 


was worked out by 
excellent 
work 
method of piping learned 


the Round and the contractor obtained 


results as when the 


finished He 


first-class job was 


said that the simple 
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Figs. 1, 2 and % 


in the Round Table saved him some money on these jobs 
and he realized greater profits than he had done before 
on similar jobs. This is surely encouraging and all our 
Round Table members may well be proud of this fact. 

We have accomplished something worth while, and our 
sessions have been no doubt very profitable to all readers 
not members of the Round Table. Those who have sent in 
drawings have profited most The various criticisms ap- 
plied at our former sessions have sunk in deeply as shown 
by the fact that none of the former mistakes were made on 
‘he drawings presented at this session. 

Figs. 1, 2, 3, 4, and 
by E. A. Biefield, of Watertown, Wis. 
piping also the 


Fig. 5 are sent in 
Fig. 1 shows the 
boiler, chimney 
of the radiators 


Estimate sheet 


in the basement, 
Fig. 2, the location 


layout 
and air eliminator; 
and risers on the first floor; Fig. 3, location of radiators on 


the second floor; Fig. 4, the boiler and connection. Fig 


» is the estimate sheet 


Mr. Biefield has not followed the instructions given on 


page 30, July 18 issue where it said: ‘‘Run pipes con- 
cealed.’’ Chimney location O. K Pipe sizes O. K. on 
boiler. Radiator valve on 60-ft. radiator in room No. 1 


in., also in room No. 2 and the branch arms 
The up-feed 
large. For 
7 are 114 in. and the 
while the up-feed riser 


should be 1 
should be one size larger than valve sizes. 


risers are large enough, in some cases too 
instance up-feed risers to room No. 
valve on this radiator only % in., 
for room No. 5 is 1 in. This is the smallest radiator. I 
find only 8 branches off the main and we have 11 rooms 
What about this, Mr. Biefield? You have shown in Fig. 
2 three sets of risers concealed in partition but no con- 
nections for them in basement plan. If you intended to 
take these risers for the second floor off the main floor 


risers they are too small to feed the radiators properly 
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Steel Genuine Wrot Iron 
Brass Copper 


Standard, Extra Heavy, Double Extra Heavy, Long Screws 
Tank Nipples. In Bulk or Boxed Assortments. Close 
Nipples in Kegs. 


There is a Difference in Nipples 


S. S. FRETZ, JR., & CO. 


PHILADELPHIA, PA. 
WORKS: 









BOYERTOWN, 


Trade Mark Reg. Trade Mark Reg. 
U.S. Patent Office U.S. Patent Office 
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In 1888 The Ohio Brass Company started in business with 
the idea of making Quality products. And down through 
the years, Quality has been the dominating factor in the 
production of O-B Valves. 


Correct engineering designs. 


Proper weight and distribution of metal. 








Technical Supervision over the various departments. 


Testing of metal by Pyrometers for correct pouring 
temperatures. 


Modern Chemical and Physical laboratories. 
Testing of valves under hydraulic pressure. 


These and other manufacturing refinements have helped 
establish the “‘Quality”’ idea. 


Ask your supply house for the O-B Quality line of valves. 






The Ohio Brass Company 
Mansfield, Ohio 
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| “Sid | | 
NAME OF ROOM | Cubic Ft. | Square Ft. | Square Ft. No. | Square Ft. Height Tapping Price 
| Length | Width | Height Space Glass | Wall Rads. Radiation 
11 No. 1 Living Room | 23-0 | 12-0 | 8-0 2208 | 62 | = 122 1 60 22 
13 No, 2 Kitchen | 16-6 8-0 | 8-0 | 1056 | 64 200 l 57 18 
15 No. 3 Studio | 13-0 | 12-0] 8-0 | 1248 | 31 | 73 l 30 2 
16 No. 4 Dining Room 14-6 | 12-0] 8-0 1392 | 31 83 l 33 22 
17 No. 5 Bathroom | 9-6 | 8-0] 8-0 608 31 109 l 28 38 161.02 
No. 6 Hall | 16-0 7-0 | 8-0 | 896 34—CiCSY 94 l 30 38 
No. 7 Bedroom } 21-0] 12-0] 8-0 | 2016 | 31 | 137 l 45 38 
No. 8 Bedroom | 16-0 | 12-0] 8-0 | 1536 | 31 97 l 40 38 
No. 9 Bedroom |} 14-6 | 8-0] 8-0 928 | 31 85 l 30 38 
No. 10 Bedroom | 16-6 | 9-6 | 8-0 1254 | 46 | 162 l 35 38 
No. 11 Bedroom 9-6 | 8-0 8-0 | 608 | 15 125 l 24 38 
| | 402 
Quantity = _ Radiator Covers Smoke Pipe 8.00 
No ll %” Kadiator Valves Drapes . 
Cost $26.07 ll yu" 33 3 | OO 
Mise. Fittings 59 | 07 
No ll 44” Nickel Plated Floor and Ceiling Plates 1-3/4" Oct. valve : 
Check valve No ll ‘o” Nickel Plated Floor and Ceiling Plates 15-3/8" pipe 
| Mise. Material 
40 Feet 144” Ply Air Cell Pipe Covering } 1-4" ell 2-2" check | 
150 Feet 2” Ply Air Cell Pipe Covering 11-14" ell 1-2" cap 104 | 23 
90 Feet 44” Black W. I. Pipe 11-3/4" ell 3-4" Tees red 
45 Feet 1” Black W. I. Pipe 8-3" pipe 45 ft. 4" pipe 2-2" 45° ¢ 
40 Feet 1144” Black W. I. Pipe 1-3x2" comp 1-3/8" check valve 1-2" el 
150 Feet 2” Black W. I. Pipe 1-3" T red Sheet Metal Work 1-4" el] 
bittings tills | 45° bills lees Reducing Tees biange nions 
4” | 
| i wear 11-3/4" 4-3/4" 1-4" 2-4" 
| ig | 1-4" el 
144” 8-2" 11-1/4" | 2-1" 11-2" red | 1-4" T 
1-322" | 3-1" 7-1"red | 2-2" 
l No. Round S yuare Sectional Boiler Sq. ft 850 
Gallon txpansion Tank Trimmings and Fittings 
Radiators painted white or terra cotta 
Asbestos cement for boiler covering 156 | 93 
Altitude Gauge or Safety Valve 8 0 
Thermometer $ Vacuum Pump 10 00 
Boiler Regulator 11 00 
Draw-off Cock and Water Supply 4 | 00 
Labor Kate ll Days fitter ll Days Helper 100 | 00 
Freight and Cartage, $ 8.00 Carpenter Work, $ 8 | 00 
Carfares,$ ° Mason Work, $ 
Board and Lodging, $ Clearing Rubbish, $ 
Incidentals and bxtras, $ Superintendence, $ 633 75 
Permits and insurance, $ Total Cost | 
Overhead and Profit ‘ ; / 158 00 
Potal Amount Bid 
Make all entries correct and use this sheet Make sketch of piping layout on other side for 79] 75 
to order your material future reference ae 
Pig. 5 
Will you please explain this matter? Radiation shown as A MEMBER PROM MICHIGAN 
402 ft. is not enough. Evidently you have not taken the ET us welcome the new member, R. C. B., of Iron- 


exposure on the second floor into consideration. The 
second floor walls are surrounded by a cold air space and 
this must be considered in figuring the radiation. The air 
eliminator is located properly but we fail to note the trap 
where the main is dripped into the return. 

No tappings of radiators are given. The locations of the 
radiators are good except the kitchen, where the radiator 
is located under the sink, not a very good place for a 
radiator. It should be in the northwest corner. I believe 
if you had used standard 38-in. radiation and had placed 
this away from the windows, you would have had a better 
job. 

It is not necessary to put radiators under windows. I 
have many installations, one a 5-story hospital, where 
not one radiator is under the window and splendid results 
are obtained without storm windows. 

The total cost of $791.75 I believe is fair, but you will 
have to increase this somewhat due to the shortage of 
radiation. 

Boiler flue size and height of chimney are good and 
will no doubt give good service. It is encouraging to note 
that the square flue is used. 


L wood, Mich. We congratulate him on his good draw- 
ings. He forgot fill out 

many items are missing. He 
in his letter he states he did not 


to hig estimate sheet properly; 


because 


6, 


is excused however 


have’ the time Figs. 
7, 8 and 9 represent the drawing and estimate sheet R. C. 
B. sent in.*He made the same mistake that Mr. Biefield 
made, namely, he forgot to figure the roof exposure for 
the second floor. His radiation 422 ft. His 
total figure on the job is $1,050.00. Boiler size given in 
Fig. 6, as 1,050 sq. ft. is too large 


figure is 8q 
You can safely reduce 
a boiler 
but 


coal 


this to 900 sq. ft. and save money unless use 
over-rated by the manufacturer. Flue size O. K., 
height of chimney is given. locate the 
close to the boiler. We have a sidewalk on the west side 
of the building. You the to the 
coal bin as shown. mistake above 
is made in Fig 
larger valves than % 
one size larger than valve size 
1%-in., which is a good fault but 
sary. On the smaller radiators particularly 
valve is used, only l-in. branch is sufficient. 


you 
no 
I would bin 


may boiler closer 
The 


6, namely the large radiators should have 


move 
same mentioned 


-in. and the branch arms should be 


In some cases they are 
absolutely neces- 
if % -in. 


not 


a 
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SOLVE THE HEATING PROBLEM FORALL TIME 


WITH THE ALL METAL 
Nuh rely wale NON-ADJUSTABLE 


SYPHON AIR VALVE 


émbodying Dole thermostatic Principles 





—still embodying all of the known high-class ther- 
mostatic principles and the special Dole features. 


If you want a better air valve at a lower price, send for 
our diagram blue print showing detailed specifications. 


THE DOLE VALVE COMPANY, 1923-33 Carroll Ave., Chicago, Ill. 
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Figs. 6, 7 and 8 


The general layout of the piping is excellent. The dirt 
pocket, as well as the trap, provided where the main is 
dripped into the return, shows good work. Radiator con- 
nections shown are approved. Branch connections shown 
in basement layout are very good. The locations of the 
radiators on the first and second floors as shown in Fig 
7 and 8 are fine. Round Table members will please note 
that all radiators are 38 in. high except room No. 2 and 


SIZE OF ROOM 




















Je} 
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spaced so that any kind of furniture can be placed in the 
rooms. This is very important as many good layouts 
are condemned by the owner on account of the wrong 


location of radiators which does not allow furniture to 
be placed properly, particularly in bed rooms 

One item we miss, namely, the risers up to the second 
floor. They are to be concealed I cannot see how thi 
can be done in several instances Will you, R. C. B 
please explain this and draw them in? No chasers in out 
side wall allowed. 

The estimate sheet, Fig. 9, is incomplete I wonder 
how many reducing elbows and tees R. C. B. is using? 
Boiler header starts all right with 4 in. but reduces to 
2 in. It should be carried to the second radiator at least 
2% in. Three inch would be better for vapor work; 
never skimp the boiler header down too small; it is bad 
practice and will not give good results. These pipes are 
short and cost very little more, and the results obtained 
will repay you for the extra outlay The customer will 
also give you a good recommendation as a heating con 
tractor. 

The cost of the job, namely $1,050, is an estimate only 
and not accurate no doubt, but too high I believe you 
should come down on the figure. Please sharpen your 
pencil and advise how much lower you can make the job 

Welcome Mr. “A. X. A.”’ of Forth Worth, Texas, to our 
Round Table. Come often to our sessions Mr. A You 
are the accurate type of man we like Judging by your 
figures you have taken great pains Figs. 10, 11, 12 and 
13 represent the drawings and estimate sheet sent in by 
| ce |? 

The drawings are well executed and radiation clearly 
marked in each room but not transferred to the estimate 
sheet. On 3 sheets accompanying these drawings, ‘‘A. 
X. A.” has given all the figures and constants used, and 
they are very complete. Sorry we have no room to print 
them. 

In Fig. 10 the supply and return run through the fruit 
cellar. This should be avoided These lines should be 
run outside. The two 2-in. main line drips shown at A, 
Fig. 10, are not necessary They can be omitted by trap 
ping the main into the return and increasing the 
return from point B on to the boiler to 2 in. Otherwise 
the layout is excellent The chimney is located properly 

















NAME OF ROOM a een wee Cubic Ft. | Square Ft. Square Ft. | No. | Square Ft. Height Tapping Price 
Length | Width | Height Space Glass Wall |Rads.| Radiation | | 
No. 1 | 23-0 | 12-0 8-0 | 2208 66 118 2 60 | 3 3/4-1/2 | 
No. 2 16-6 8-0 8-0 1056 51 145 1 40 | 26 3/4-1/2 | 
No. 3 | 13-0 12-0 8-0 1248 33 ) 71 l 30 38 3/4-1/2 
No. 4 | 14-6 12-0 8-0 1392 33 183 1 30 38 3/4-1/2 | 
No. 5 | 9-6 8-0 8-0 608 33 107 1 27 | 3 3/4-1/2 | 
No. 6 7-0 16-0 8-0 896 67 183 1 48 38 3/4-1/2 | 
No. 7 | 21-0 12-0 8-0 2016 49 143 2 50 38 3/4-1/2 | 
No. 8 16-0 12-0 8-0 1536 49 191 2 45 38 3/4-1/2 
No. 9 | 14-6 8-0 8-0 928 33 83 l 25 | 38 3/4-1/2 
No. 10 | 9-6 | 16-6 8-0 1280 49 159 1 40 | 38 8/4-1/2 
No. 11 9-6, 8-0 8-0 603 16 5 124 l 27 3 | 3/4-1/2 
402 
No 13 44” Radiator Valves | N. P. bl raps 
Quantity 14 e { t 

No 13 44” Nickel Plated Floor and Ceiling Plates 

No 13 14” Nickel Plated Floor and Ceiline lates 

60 Feet %” Ply Air Cell Pipe Covering Mise. Material 

60 Feet 1” Ply Air Cell Pipe Covering Ainros 

80 Feet 1%” Ply Air Cell Pipe Covering b mT 50.00 

100 Feet 2” Ply Air Cell Pipe Covering ‘as : 

220 Feet 3” Black W. I. Pipe 

60 Feet 1” Black W. I. Pipe 

80 Feet 1%” Black W. I. Pipe 

200 Feet 144” Black W. I. Pipe } } 

100 Wet 2" Tig W T Pie | 





Fig. 9 
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IT PAYS TO USE GOOD TOOLS 








No. 3 Beaver Jr. Ratchet, to l inch 











Will Your Die Stocks 
Go the Full Route? 


Are Your Die Stocks Limited? Will 
they thread all kinds of pipe—any 
where, easily, speedily and perfectly? 
If not you are missing something! 


Here’s a handy little ratchet without 
limitations. Whether it is bench 





threading —or threading in dark musty 


3% inch 


corners where elbow room is scarce 


PTs 
No. 3 Jr. Ratchet gets the job done in o 
a jiffy. You can depend on that ois 
150,000 fitters will testify to it. Right bong vp agairst the 
w llatrd bck cf an_ther 
pipe—but it’s easy with 
~< Don’t buy the full range if you een ieee 


4 inch don’t need it. Tell your jobber to 





send you just the range you use most. 


Buy other size die heads when you 
need them. 

a But don’t let the fall season, with 
its multitude of threading problems 
pass without a No. 3 Jr. Ratchet on the 
job. You can’t afford to do it--the 


price is so low and the advantages so 
numerous that every fitter needs it. 





3, inc h 





~ 
All leading jobbers sell it. tii tiiimscaiiaaiy anita 
oO, 2 I 


4 inch comfortable. No 
often piys for itself ona 


. The Borden Company single job. 
§10 Dana Avenue 
; Warren, Ohio _— 





\% inch 








Just like ch Ild’s p'ay to thread this 
pipe w.th No. 3 Jr. As hanay 48a 
wrench, 


BEAVER 


The Easiest Way to Cut Good Threads 
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vuut no height is given; 480 sq. ft. of radiation and 950 
ft. boiler are a little higher than my figures. I figured 
162 sq. ft. of radiation and 900-ft. boiler. In Fig. 11 I 
note risers in partition of room No. 2 and radiator in 
room No. 10 is located under window. This should be 
moved into the northwest corner to shorten the pipes 





exposed in the room. You have carried out this policy 
in rooms 7 and § which is good. Pipes under the floor are 
not to my liking, have to tear up too many floors to get 














at them. The -in. return from trap can be run under 
radiator and valve placed close to wall. This makes a 
very good job. 




















In Fig. 12 radiators of room No. 2 should be moved to a . 
partition C. Risers run exposed in room 5 should be run ae pee. age ee a a 
we 7 - ie cs : ry eg! ] y ~ W 
in partition D. The estimate sheet, Fig. 13, is not com j an . 
plete but I note with much joy that “A. X. A.” uses re l] Saree > : | 
ducing tees and elbows on the job; fine work. This makes -é |i] n i 
a more satisfactory job. I am surprised that ‘‘A, X, A.”’ dag al H] . , 
does not give us any figure on the job after all the good y [ /\ Je) i 
work he has done. fC 5 1 i 
(To Be Continued) iva / 
at a Le #6 a n i 
— - lees) SD seme || sen 
7 ° . ° aa es So ee [a 
Former Associates give Dinner to aie 


T ‘ : —_—— ——. r , — ~ _— — . 

Wm. G. Bergner ar a 

M. G. BERGNER, the new manager of the National 1 
Trade Extension Bureau, was given a surprise testi 

monial dinner on October 3 by a delegation of heating 

contractors and master plumbers of East St. Louis and } 

| 

| 


1} 


Granite City, Il. The delegation traveled by automobiles 


for two hundred miles through a driving rain storm, in wwe 
reaching Mr. Bergner’s office at Evansville late Saturday i) ** Be = y 
afternoon. After an inspection of the various departments | te O K eS Np aaah eae | 
of the Trade Extension Bureau, the party assembled for Figs. 10, 11 and 12 
dinner and entertainment. 
Archie F. Boyd of Granite City, toastmaster for the loyalty of its members He pointed out that the work he 


evening, pointed out that the reason for the trip was to had done as association secretary was proving a real help 
show the confidence of Mr. Bergner’s former associates in in his new position as manager of the National Bureau 


his ability to handle his new work, and to express their He felt that association work wa teadily advancing and 
appreciation and friendship for a former co-worker, com- that the industry was being uplifted as contractors were 
petitor and association leader. Mr. Bergner told of the’ realizing more generally the need for co-operative effort 

cordial relationship he has always enjoyed with the plumb Cordial expressions of friendship and appreciation were 


ing and heating contractors in his home city district and made by various speakers from the delegation, calling 
of the splendid work done by the association through the attention to Mr. Bergner’s active and successful work for 


SIZE OF ROOM 








NAME OF ROOM | Cubic Ft. Square Ft. | Square Ft. | No. | Square Ft. Height Tapping Price 
| Length Width | Height Space Glass Wall Rads.| Radiation 
No. 1 Library | 23-0 | 12-0 | 8-0 2208 62 184}, 1 51 
No. 2 Kitchen | 16-6 | 8-0 | 8-0 1056 «=| 52 196 6} 1 | 40 
No. 3 Studio | 13-0 | 12-0 | 8-0 1248 31 104 1 28 
No. 4 Dining 14-6 | 12-0 | 8-0 | 1392 31 116 l 30 
No. 5 Bath 9-6 | 8-0] 8-0 | 608 | 20 140 25 
No. 6 Hall 16-0 7-0 8-0 | 896 51 336 a 52 Add |20 
No. 7 Bedroom 21-0 12-0 | 8-0 | 2016 | 37 264 Bod 66 
No. 8 Bedroom 10-0 12-0 8-0 1536 | 37 224 a. 52 
No. 9 Sewing 14-6 | 8-0 | 8-0 | 928 | 31 160606| (1 3] 
No. 10 Bedroom 16-6 | 9-6 | 8-0 | 1254 | 46 208 |, 1 49 
No. 11 Bath 9-6 8-0 8-0 | 608 | 10 | 140 ie oe 24 
| | | Feo 
No. 10 packl. 44” Radiator Valves | N. P. bulls Trap 
No. 1 packl. Radiator Valves N. P. Ells 11 
No. 14 44” Nickel Plated Floor and Ceiling Piates 
No. 1 1” Nickel Plated Floor and Ceiling Plates 
No 3 2” Nickel Plated Floor and Ceiling Plates 
109 Feet 2” } Ply Air Cell Pipe Covering 
Fittings 4 tls 18 | 45° this Tees teducing Tees bla \ 
ay” 14 4 - 18 | Qx2xl4- 1 me 
1” 6 | 4-18 |} 2x2x1} - 10 jas joint 
1y%" 4 |} l- 4 | ljxljx2 - 3 ae 
} 1-12 | 1} 1 
2° 8 lee Z- ij 1xlx} - 10 i -2 
| | Ix}x} - 2 : 








9504 Sq. Ft 
Fig. 13 
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the association and for the improvement of the industry 
Included among the speakers were John O. Flaherty, sec 
retary of the East St. Louls Master Plumbers’ Association, 
A. F. Boyd, David J. Neanan of Granite City, Ill., Walter 
(. English of East St. Louis; Walter Fischer and Chris 
topher Chaulaut of Collinsville, Ill Edward J. Maag, 
Parker T. Hammond, Benjamin Vodde, Thomas McEvilly, 


Jerome Schneider, Henry Kellar, John C. English, Sr 


ENGINEERING 


October 10, 192: 


M. J. Kickham and John C. English, Jr., of East St. Louis; 
F. Miller of St. Louis, Mo.; Randall Champion of Macomb, 
Ill.; Edward Loughlin, Granite City, Ill.; Frank P. Keeney, 
Chicago; Wayne Warden of Evansville, Ind., and Howard 
Gleason of Brooklyn, N. Y. 

The delegation presented Mr. Bergner with a traveling 
bag and toilet set, gifts selected because of the extensive 
traveling which Mr. Bergner’s new work will require 


Pennsylvania Forms Apprenticeship Commission 


manifested through a well attended conference which 
of twenty-one principles to govern 
apprentice developments—this is the situation in Penn 
svlvania. The wisdom of the national committee plan for 
state-wide conferences was amply demonstrated in the 
final conference held at Harrisburg on September 16 

The conference was called by State Superintendent of 
Public Instruction, Francis B. Haas, with the announced 
purpose of dealing with the twenty-one recommendations 
of the preliminary conference held at State College and 
reported in an earlier number of “Domestic Engineering.” 
The Harrisburg conference was attended by more than 


GS anitontoa interest in the apprenticeship problem 


adopted a list 


seventy-five masters, journeymen and school administra- 
tors representing every important city of the state. They 
affirmed the recommendations of the State College con- 
ference and made these recommendations into a state-wide 
plan which was accepted by all of the parties concerned 


STATE COMMISSION TO BE FORMED 

NE OUTSTANDING feature of the new Pennsylvania 
() plan is the creation of a State Apprenticeship com 
mission composed of one master plumber, one journeyman 
plumber, one heating contractor, one steamfitter and one 
This state 
commission is to champion the cause of apprenticeship in 
the state, to recommend standards of organization, prep- 


representative of the public school system 


aration of teachers, etc., for the local schools, to advise 
with the local boards regarding the development of their 
programs, and generally to act as the governing body for 
apprenticeship in the state. 

The importance of part-time and evening schools was 
emphasized by the Harrisburg conference. From senti- 
ments expressed on the floor, neither masters nor journey- 
men favored the all-day vocational class, because they 
believe that training should be confined to those who are 
actually employed in the industry. The “breaking in” o1 
pre-employment class of three months was recommended. 
as was the regular part-time instruction given during the 
day to continue the training of apprentices who had been 
introduced to the trade through the three months’ class 
Evening schools were held to be second to the part-time 
schools in value. The falling off in attendance at the 
evening school, the difficulty in getting all apprentices to 
attend, and the limitations in equipment, caused the con 
ference to favor the part-time school even more highly 
than the evening school 


LOCAL COMMISSIONS FAVORED 

OINT apprenticeship commissions are to be established 
J in every city where training is to be considered 
These commissions are to study the local situation, secure 
the adoption of apprenticeship rules by the local masters 
and journeymen, and in connection with the public schools 
to open classes for apprentices and to see that these classes 
are operated effectively. The local commission is to have 
the power to enforce apprenticeship rules It is to hear 


and decide complaints, and generally to act as the govern 
ing body for apprenticeship. On the local commission 
are to be representatives of journeymen and 
school officials. 

The Pennsylvania State Master Plumbers’ Association 
was represented officially by President Richard Turner, 
Secretary William W. Lewis, and the special committee 
appointed by President Turner, consisting of Chairman 
James H. Lutz, Harrisburg; C. W. Troutwine, York; John 
H. Keane, Pittsburgh; Fred W. Veith, Erie; and M. J. 
Feeney, Philadelphia. Chairman John A. Quinn rep- 
resented the National Committee on Apprenticeship. 
Master plumbers from every important city in the com- 
monwealth were in attendance. Dean C. B. Connelley, 
and Charles B. Nash of the Standard Sanitary Manufac- 
turing Company represented the Pittsburgh Joint Appren- 
tice Commission. 

The journeymen were represented by President James 
Maurer of the State Federation of Labor, by Congressman 
John J. Casey of Wilkes-Barre, E. D. Barry of Erie, Wil 
liam Kerrigan of Scranton, Leo A. Greene and John Hunt 
of Pittsburgh and the host of honor 


masters, 


The national organi 


zation was represented by James G. Higgins, general 
organizer, of Brooklyn 

Deputy Superintendent L. H. Dennis presided through- 
out the day, after the meeting had been opened by the 
Superintendent H. E 
Dodd of Allentown, Vocational Director C. H. Bauder of 
Philadelphia, Superintendents Frank M. 
Leavitt of Pittsburgh and M. W. Walter of Bethlehem, and 
Supervisor C. E. Zorger of Harrisburg contributed ma 


terially to the discussions. 


state superintendent, Dr. Haas 


Associate 


The effect of this conference is far reaching. Not only 
has, Pennsylvania provided a workable plan for training 
her apprentices but she has set up a method by means 
of which the other states of the Union may provide for 
local co-operation in the training of apprentice plumbers 
and steamfitters. The co-operation between the employ- 
ing plumber or heating contractor and journeymen and 
steamfitters is not the least of the advantages of the 
commission. 


It is to be expected that other states will immediately 
follow up the example set by Pennsylvania. State officials 
or school authorities who wish to call such a conference 
should get in touch with the Apprenticeship Service De 
partment of the Trade Extension Bureau, the acknowl 
edged center of assistance and information on apprentice 
ship in the plumbing and heating industry. 


1926 SECRETARIES’ CONFERENCE DATE SET 

The 1926 conference for officers and secretaries of local 
associations belonging to the National Association of Mas- 
ter Plumbers will be held in Evansville, Ind., January 
11, 12 and 13. Invitations also will be extended to the 
secretaries and officers of the Heating and Piping Con 
tractors National Association to attend 
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Bull-Dog Tanks and Seats Have a Sure Grip on Quality 


( A. 
~ 








N°900 «90 
HEAP-STAR SEAT, 
Supe r-White. 


»- LOW Priced 
White Seats 


MEAN BIG SALES 


Tue plumber and the jobber who have not exploited the Sales 
possibilities of a good Spray-white seat at a low price have an 
agreeable experience still ahead of them. The ‘‘Heap-Star”’ Seat 
in Super-White Finish is an unusually good Spray-white seat. The 
white lacquer used is very tough and reliable and is polished to a 
uniformly smooth and brilliant surface resembling the sheet 
covered seat. We know from our own sales that the demand 
for these seats from house-wives is enormous. Are you selling 
your share? 





NOr Trenton. CNew _ Jerse) 


a 


ca 2 ¢ jobber who is not handling the Bull-Dog Line should be just to himself and investigate 
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CAST IRON 

OR MALLEABLE 
SCREWED 
FLANGED 
DRAINAGE 

for steam, water, 
gas, oil or air 





Bobby Jones 


swings so easily it sometimes looks as though 
he weren’t trying 


E spent years perfecting thatswing. like a champion if you see him make 
Many other players are more pic- just one shot. And many a fitting looks 
turesque; none have proved themselves as good as Stockham as you glance at 
so consistently great over a period of, it in your hand. It’s in their constant 





years. When Bobby said he always use that you will find the dependable : 
played against par, that was another and uniform quality of Stockham. = 
way of saying he measured himself And Stockham fittings are not only 
constantly against perfection. made that extra shade better, but their , 

Stockham fittings are measured con- distribution is more economical. Sold 


stantly against perfection. Even the only through your jobber—the man 
simplest shapes have been scientifically who best knows your needs, doesn’t 
and exactly designed. Our laboratory overstock you, always has ample sup- 
is constantly testing both materials and _ ply and is always your friend in time 
finished product. Many a golfer looks _ of trouble. 





Write for our STO C KHAM Buy from Vi 
your Josper} §\. 


complete eave PIPE & FITTINGS COMPANY tec 


BIRMINGHAM, ALA. ae 
Distributing Warehouses with Complete Stocks in: +400, 
BROOKLYN, N. Y. CHICAGO, ILL. LOS ANGELES, CAL. SAN FRANCISCO, CAL’ 








Advertising Editorial SLES LETTER 
A NEW ONE EVERY WEEK—No. 197 





One a Week No. 34 





October has been set aside for a sales 
drive on “More and Better Water Closets.” 
Send the following letter to a few of your 
prospects whom you know ought to have an 
extra toilet room. You won't have to send 


many if you send them to known prospects 


JOHN BROWN 


Plumbing Heating 


Two Rivers, N. Y 
October 10, 1925 
Mrs. Edward Jones, 
Two Rivers, N. ¥ 
Dear Madam: 
All day long the traffic of busy little feet 
contributes its share to the wear and tear 





on the home Not that it is a thing to be 


‘ | regretted, but it does add to the work be 

cause, busy with their little affairs, children 

The Traffic of Busy are not always too careful about tracking 
a in mud. 

- For this, and for another even more im 

tt "A eet portant reason, a toilet room in the base 

ment would be a convenience and a protec 


tion of health for them 


LL DAY long they come and go, Because it will be more convenient, the 


busy with their small affairs and not children will make more frequent use of it, 
always too careful about tracking and will avoid those childish ills which may 
in the mud so often be traced to neglect of this necessary 


: . function. 
An extra toilet room in the basement 

‘ : Just telephone, or drop in, and let us give 
would be a convenience for them, and it you a detailed estimate of the cost of in 


would reduce the wear and tear and work stalling an extra toilet room. It will not be 
on the upper floors. large—and there will be no obligation on 
An important consideration is that, since your part when we furnish the estimate 


Very truly yours, 
JOHN BROWN. 


it will be more convenient, the children will | 
make more frequent use of the toilet room, 
and will avoid the ills which may often be 








traced to neglect of this very necessary 


If you are fancti : ; 
interested in pent 10n. ‘ et 
teaching The cost will not be large. Just tele- 








ehildren : : | 
yhone, or drop in, and let us give you a | we 
right health I dies ind let u give you a A WEEK No: 55 
g } > > ; ¢ > | 
habits, ask detailed estimate. Wis Seesieee wan @ corpered. before be 
or + i | E became an emperor, and many a business 
copy of “The | leader today y So ‘ ‘ 
° as : — S sade ay got his start with a bundle of 
Story of the { In this space your Name, papers under his arm Small beginnings are 
Bath.” i lelephone, and not to be shunned. Use the Adlet if you don't 
sn’t adver- | Peer , ii ‘ 
eel that vou can afford the Advertising Edi 
tising Address ) F ‘ 
a \ | Ir ” torial It, too, will help to bring success nearer 
Copy out the following and hand it to your 
paper 








Bringing Success Nearer by Years An Extra Toilet Room 


F VERY man has his ambition—his dream of success, and what he Will be convenient for the children. 











4 Will do when “his ship comes in.” There are two ways to attain | It can be put in the basement and will 
success—-either to plod along and let the “natural growth” of your | save wear and tear on the upper floors, | 
business bring success, or to quicken the process by advertising. Think | 3 : . e : 
of the difference the two methods will make over a space of twenty while encouraging regular habits in the 
years and the need for advertising will be clear to you | little ones. 

Commence now using the Advertising Editorials 12 illustrations, | 
$420. 20e for the Bath a Day slogan cut to users a 

4] 











East and West in Annual Frolics 


San Francisco and Lynn, Massachusetts, 
turn out in force for picnics 


Lynn Masters Beat Salesmen at Baseball 


lr Wardhurst one of the spots of 


Au North 
the 


Lynn 
thirteenth 


Lynnfield beauty 
Massachusetts, the 


Association 


members of 
held their 
24th 


man 


Shore of 
Master 
outing 


Plumbers 


annual on Thursday, September 


The usual field games were played in an unusual 


ner——a manner synonymous with the Lynn fraternity be 
cause of the smooth, orderly method of running off the 
field events and the keen competition shown 


The courses of the excellent chicken and lobster dinner, 


another enjoyable event, were interspersed with com 
munity songs, solos by Arthur Campbell and Albert 
Tomeo, and stories by T. EK. Frazier 

J. Preston Perham, apprentice commissioner of the 
Massachusetts Sanitary Club, was introduced at the con 
clusion of the dinner by Chairman George E. Ryan Mr 








At Lynn Master Plumbers’ outing.—Top picture, left to right: 
F. C. Harlacher, T. L. Andrews, H. E. Andrews, Lynn con- 
tractors; Alfred Tomeo, Waverly Heating Supply Co.—Second 
picture: E. F. Sheehan, Jepceo Mfg. Co.; T. E. Frazier, Fellsway 
Plumbing & Heating Co.; J. J. Hagan, Cliftondale, Mass.; 
G. 0. Baxter, G. O. Baxter Co.; D. Gould, president, Standard 
Plumbing Supply Co.—Third picture: Daniel Riordan, Stand- 
ard Plumbing Supply (Co.; E. M. Doheny, J. L. Mott Iron 
Works; W. H. Palmer, Palmer Mullins Co.; G. E. Osborne, 
Waco Supply Co.; J. V. McAuliffe, of McAuliffe & Burke Co.— 
Bottom picture: Members of the Cambridge Plumbing Supply 
Co., Walter McGill, manager of the Lynn branch; H. W. 
Marshall, sales mannger, Cambridge, Mass., and J. J. Sonigan, 
Lynn branch 


Perham working hard to incite interest and co 


operation among the members of the industry along thé 


has been 


North Shore to establish apprentice classes for boys em 


ployed in the shops of the cities in this section Mr 





Upper picture: The baseball team composed of jobbers and 

salesmen which lost to the plumbers at Lynn Master Plumb- 

outing.—Lower picture: The winning team, composed 

of master plumbers of Lynn, togetber with the umpire and 
the scorer 


ers’ 


Perham’s efforts have met with marked success during 
the short time he has held this office In his brief talk 
to the gathering he asked the members of the Lynn 


association to appoint a committee to work on this move- 
ment He urged that they get their full quota of 
boys in their shops so as to make possible a part time 
The which in 
Lynn is thoroughly his work 


also 


was roundly cheered, 


in accord with 


class speaker 
dicated that 
An honest-to-goodness ball game between the salesmen 


This resulted ina 


day 


and the plumbers preceded the dinner 


brilliant victory for the latter by a score of 9 to 12. The 
line-ups were as follows 
Salesmen Plumbers 

Dounmt SS Hall a ss 
Dohens tb Hogan 
Tomeo lb T. Andrews 
Allen 2b Pender 
Law If Raiche 
Bauer rf H. Andrews 
Wells c Hlarnois 
(;raves | Harlacher 
Colson ef Allen 

F. K. Tobin and F. W. Newcomb acted in the capacit 


of umpire and scorer, respectively. They did their work 
faultlessly. 


The field events which 


were held after dinner create 
an unlimited amount of entertainment and enthusias® 
These began with a balloon race, which concluded wit 
James H. Law, James Allen and Roger Pope receiving ! 
kit box, a box of feather edge gaskets, and a box ® 
rubber elbows, for crossing the line in the order in whic 
their names are mentioned 
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7000 Gallons of water used every 
dayin testing Madoric Combinations 


One of the Reasons-- 
why your customers are satisfied 


The Madoric outfit is one that you can install, turn 
on the water, and know that it will please your cus- 
tomers rather than dissatisfy them. 


This “customer satisfaction” is just what you require 


The Madoric comes to you 


all packed in one crate. to protect your profits and help build your business. 
There is no chance of chang- ; 
ing different units of a set At the factory the outfits are completely fitted and 


and having trouble. 
connected to water pressure for testing. They are 


then packed in the single crate ready for the job. 


Send your jobber an order for Madorics and know 
what it means to handle closet outfits that are given 
every precaution, at the factory, to assure their work- 
ing satisfactorily when installed. 





THOMAS MADDOCKS SONS COMPANY 


‘* Trenton, N.J. Jt. 
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— Its Twelfth Year of Service 
to Plumbing Contractors 


HIS fall marks the entrance of the Clow Bulletin 

into its twelfth year. During the long period that lies 
behind it, the Bulletin has served an average of more than 
5,000 plumbing contractors annually. 


hose plumbers tell us that the Clow Bulletin 1s practi- 
cally invaluable to their businesses. It helps them to 
furnish estimates quickly and accurately. Jt insures profits 
on every job. At is a veritable encyclopedia of practical, 
money-making plumbing data. 


During its next year, the Clow Bulletin will be written 
on the same policy as always—A_ book of up-to-the- 
minute price and fixture information, supplemented by 
special sheets of quotations and data whenever the 
occasion demands. 





| The price continues at $10.00 per year. 
? ‘ 





JAMES B. CLOW & SONS, 534-546 S. Franklin St., CHICAGO 
Sales Offices in Princtpal Cittes 
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Th as Andrews, Frank Pension and T. B. Perkins, all 
mast: r plumbers, received a box of tank balls, fuller balls, 
and ion washers, for carrying the most weight in the 
pant tcaring contest. 

Wien time was called in the walking race James J. 
Hog was nearest the line and was given an aluminum 
Kett 

I three-legged race had the largest number of en- 
tral E. J. Sheehan and T. Kennedy were first; Ray 
Perkins and Roger Pope, second; with T. and H. Andrews 
third The winners were awarded boxes of plumbers’ 
sundries. 

T biggest event of the day was the tug of war, which 
carried as a prize $25 in gold. The teams, composed of | 
five men each, were chosen from the ranks of the sales- 
men and master plumbers. Frank Pension, John Wood- | 
man, Thomas Perkins, Thomas Andrews, and E. W. Miller 
composed the victorious team. 


Allen, and J. A 
100 yard race, while F 
with Frank 


T. Kennedy, T Joyce were first, 
and third in the 
the fat 
Andre 

Among 


G. O 


‘ 


C. Harlacher won 
man’s race Pension second, and H 
ws third. 
the 
taxter Co., 
Co., 
Lynn 


firms donating gifts were the 
Carpenter & Paterson, Inc., Woodward- 
Water Heater Co., Boston Brass 
Cambridge Plumbing Supply Co., 
H. B. Smith Co., Waverly Heating 
Co., Jepeo Mfg. Co., Pierce, Butler 
Corporation, and A. F. Curtin Valve Co. 

be to compliment 
members of the Lynn association who were on the 
outing committee for the manner in which they fostered 
the last outing to be held at Wardhurst. It is re- 


prizes and 


Pittsburg 
Co., 

Co., 
A. Sexauer Mfg. 
Mfg. 
would hardly 


Wanger 
Co Gas 

Plumbing Service 
Co., J 
& Pierce 


It 


those 


possible too highly 


this, 


second | 


ported that this famous resort is to pass out of existence | 


soon, the to be divided into building lots and 


sold 
The outing committee consisted of G. 


property 


A. Schaefer, presi- 





dent; J. B. Feehan, E. C. Phillips, F. L. Perkins, and 
G. E. Ryan, chairman. : 
SOUTHWEST LOS ANGELES MASTER PLUMBERS 


HOLD CLUB MEETING 


A dinner’ followed by a very active meeting was held 
by the plumbers of the southwest section of the 
Angeles, Calif., at the Italian Inn, on 
24th. 

purposes of these clubs, 
Ange 
plumbers, 


Los Saturday eve- 
ning, September 

The 
throughout 
among the 


which are being formed 
To propagate knowledge 
them acquainted with their 
and to bring up 


Los sles, are: 
to make 
competitors in their respective sections, 
matters of mutual interest. 

The most important motion that was carried was: 

That a truek charge of 25c be made on all repair work 
beyond the charge $1.75 an hour, 
been found that on repair work it is impossible to send 


literally rolling 


of 


a truck equipped with fittings and tools, 


the plumbing shop to the door of the public, for less than 
$2.04 per hour actual cost, allowing for truck maintenance 
and depreciation, compensation on journeymen and in- 
surance It was brought out that in other businesses these 
chars are made. The large grocery stores will not make 
a delivery valuing less than $1, unless a truck charge of 
“5c is made. The jobbing houses add a percentage to 
every item to take care of their deliveries. By making 


this charge 
fund, 


it will enable the plumber to keep a sinking 
out of which he can buy new tires, and a new truck 
When necessary. 


City of 


inasmuch as it has | 


A very interesting talk was given by Ira Byrnes, in 
Which he pointed out the necessity of organization, and of | 
learning how to figure overhead and profit. Mr. Byrnes 


~~ 


Always the Same Answer 


HONEYWELL 


Temperature Regulators 


If you wish to offer your 
customers the Automatic 
Temperature Controls 
used by the leading boiler 
manufacturers your 
choice must be Honey- 
well. 


If you turn to the furnace 
fleld for guidance, Honey- 
well is still the obvious 
choice. 


If you select Controls 
that are serving the best 
known and most widely 
accepted Oil Burners, 
again there is just one 
system to consider— 
Honeywell. 


Of course there are good 
reasons—principally sim- 
plicity and dependability. 


We invite correspondence. 


The Honeywell Heating Specialties Co. 


Wabash, Indiana 
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automatic, requ 
space, is almost 


Penberthy leads 
it NOW! 
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That’s All” 


Improved Model “R’’ 


Automatic 
Cellar Drainer 


If you telieve in giving your customers good 
value for their money, sell them the Penberthy 
Model “R”’ Cellar Drainer. It is absolutely 


ires the minimum of sump 
100 per cent trouble-proof 


and uses the lowest water pressure. Write for 
detailed description and see just why the 


over all other models. Do 


PENBERTHY INJECTOR CO. 


Established 1856 


1244 HOLDEN AVE. oy DETROIT, MICH. 


Canadian Plant, Windsor, Ontario 


Showing Method of 
Installation 
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said that at a recent master plumbers’ meeting he had 
asked the following question: “If a certain piece of 
merchandise costs $3 and you wish to make 20 per cent 
profit, what percentage should you add to make this 
20 per cent profit?’’ Only five out of a large number 
present, at the meeting to which he referred, turned ip 
the correct answer. 

SAN FRANCISCO MASTER PLUMBERS’ ANNUAL 

PICNIC 

Very appropriately members of the Master Plumbers’ 
Association of San Francisco, Calif., held their annual 
picnic at Congress Springs, the place of much water, on 
September 26. Several hundred members and _ their 
families and friends attended the outing, arriving early in 
the day and leaving long after dusk had fallen. 

As at all picnics, the chief event of the day was lunch, 
but dancing, races, horse-shoe pitching contests, and a 
baseball game helped round out a busy day. A great array 
of prizes was awarded the winners of the various events 

George Y. Morton and Joseph McAulliffe captained the 
contending baseball teams, and after seven hectic innings 
of airtight ball the latter team was declared winner by a 
score of 18 to 17. The opposing captains pitched for their 
teams, and starred at the bat, each scoring eight of their 
teams’ total of runs. In the field W. P. Goss made several 





sensational one-handed catches. 
After several hours of pitching, the horse-shoe contest 
was unfinished and was postponed. for several weeks 





At San Francisco Master Plambers’ outing.—Top picture, left 

to right: Roy Wonderlich, catching; Fergus Gomersal, at 

bat; and Joseph McAuliffe, star left-handed pitcher.—Bottom 
picture: Group of ball players threaten the umpire 


Winners of the numerous games will meet in Golden (att 
Park in San Francisco in an elimination contest to decid 
the championship. The prize is a perpetual trophy cup 
offered by the Richmond Sanitary Co., of San Francisco 
This year’s winner will have his name engraved on the 
cup and will be in possession of it for one year, or until 
another winner is decided. 

Joseph Rohr, Abe Newmark and Tony Silva com posed 
the committee responsible for this successful picni: 
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Quick repairs by 
the oxy-acetylene 
process are made 
possible by easily 
portable cylinders 


f 
Srest-O Lite 





DISSOLVED ACETYLENE 


THE PREST-O-LITE COMPANY, INC. 
Oxy-Acetylene Division 
i d Carbon Bldg., 30 Eas 
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Moline Heat is the application of an 
engineering principle rather than auto- 
matic apparatus for the distribution and 
control of steam for heating purposes 


“MOLINE HEAT” heats every radiator 
simultaneously, regardless of its distance 
from the source of supply. 


“MOLINE HEAT” heats each radiator as 
much oraslittle as required by the occupant. 


“MOLINE HEAT” is easier to control at the 
source of supply than any other method. 


“MOLINE HEAT” will give you more bust- 
ness—more profit—more customers. 


Send for a Moline Heat Book. It gives a great deal 
of information about heating. It contains very pro- 
fitable ideas for contractors. 


A Postal Card will bring the Moline Heat Book to 
you. There are 60 pages of vital matter. Mail the 
postal today. 





EVERYWHERE 


TRADES MARE 


THE HERMAN NELSON CORPORATION Moline, Il 


Belfast, Me. 
Boston 

New Haven 
New York City 


1867 Third Avenue 
Sales and Service Stations: 
Syracuse Grand Rapids Columbus Chicago Kansas City Portland 
Philadelphia Toledo Des Moines St. Louis Denver Seattle 
Scranton Indianapolis Milwaukee Emporia Salt Lake City Vancouver 
Pittsburg Cleveland Minneapolis Omaha Spokane Toronto 
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PHILADELPHIA MASTER PLUMBERS STUDY 
OVERHEAD 


An interesting meeting which brought out ideas and | 
suggestions that should aid every master plumber present, 


| 


was held by the Master Plumbers’ Association of Phila- | 


delphia, Thursday evening, October 1, with the main sub- 
ject of the educational hour being ‘‘Where Have My 
Profits Gone?” 

Robert H. Pflug-Felder, secretary of the association, 
took charge of the discussion, illustrating his remarks 
with a black board, which contained a theoretical job of 


installing a range boiler. With the direct material and | 


labor costs for each item before the members, the speaker 
called upon the masters present for their ideas as to the 


proper charge to be made to the customer for each item, | 


and the figure that should be added for overhead. 


Totalling all of the low estimates, the speaker found | 


that on a direct cost, less overhead, of $19.85, some | 
members figured as low as $25.73, which after deducting | 


a 20 per cent overhead, left a theoretical profit of only 
$1.28. On the other hand, the high estimates totaled 


$35.73, a difference of ten dollars on a direct cost job of | 


less than twenty dollars. 

The speaker's figures were also placed on the board. 
His estimate totaled $28.34, which left approximately a 
10 per cent profit after a 20 per cent overhead had been 
deducted. The sentiment of the gathering appeared to 


be that this was a fair figure, both from the standpoint | 


of the master plumber and the customer. 
Another point of general interest brought out by the 


secretary was the question of charging truck expense. | 


His plan is to keep careful track of the mileage, charging 
each job with the cost of the truck on that operation. 
This brought varied comment from the members, many 
of whom charge their entire truck expense to overhead. 
Others charge their cartage on an hourly basis, thus debit- 
ing each job, while many others were following Mr. Pflug- 
Felder’s plan. 

Interesting figures that were secured by means of un- 


signed cards filled out by members were read by the | 


secretary. On these cards, the masters were asked to 
state their overhead of a year before, the total volume 
of business done, the percentage of jobbing and contract- 
ing, and the percentage added to cost of material and 
labor. Varying answers were received to the first ques- 
tion, with overhead quoted from 8 to 28 per cent. It was 
noted, of course, that overhead was higher when a con- 
siderable portion of jobbing business was done. 

The percentage added to direct cost also varied widely, 
some firms quoting as low as 5 per cent additional on 
large jobs, and the other extreme going as high as 40 
or 50 per cent. This led the speaker to make striking 
comparisons, where it was shown that many firms doing 
a comparatively small volume of business were making 
much more money than others with large volume. Sev- 
eral instances where salesmanship entered into the deals 
were shown, as a large volume of business had been done 
despite the adding of a good profit. 

The speaker cautioned his hearers on figuring their 
overhead on the cost price, and showed the Qifference 
resulting if this percentage was not properly figured on 
the selling price. He stated that it had been proved that 
the average overhead for plumbers doing a moderate 
amount of business is 20 per cent, this reducing as low 
as 14 per cent when large volumes are secured. There 
are few exceptions to this rule, he told the audience. 

The meeting, which was well attended, was also ad- 
dressed briefly by F. J. Hauser, of the bureau of business 
standards of the magazine System. The association, feel- 
ing that the discussion brought out would be of great 
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Somerville 
(S. I. W.) 


Soil Pipe and 
Fittings 


Are Full Weight 




















How About It? 


If anyone showed you how 
you could save seven dol- 
lars a ton on your coal 
(Stove $15.50 a ton— No.1 
Euckwheat $8.50 a ton) 
by boosting your draft 
with a little blower, 
wouldn’t it interest you? 
Why not interest your 
customers by telling them 
about it, and make your equipment and your 
experience bring you in bigger profits? 





With any heater burning over ten tons of coal 
rer year, Sturtevant Coal Burning Elowers will 
pay for themselves the first year, including the 
installation. The trade prices allow you good 
profits, and you can make your own price on the 
complete installation. 


We shall be glad to send you printed matter to 
enclose with your statements, and bulletins de- 
scribing the blowers in detail. Don’t pass up a 
good opportunity to make more money. Write 
to us NOW for further information on this utility 
blower. 


HYDE PARK, 
BOSTON, MASS. 


1425 
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with strength 
as the seat. 


Hictober 10, 


EVERNU is the perfect seat. The in 
terior wall of special hard rubber of great 
strength and the outside surface of solid 
color hard rubber are vulcanized under 
hydraulic pressure into one lasting piece 


No finish to wear off. No joints to open 
The hollow center provides lightness 


The hinge is as durable 


Complete specifications will be found in 
Sweet's Catalog 




















No. 590 
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(Evernu 


Everlasting Hard Rubber 


Seats 


Patented 


The initial cost of this perfect 


seat 1s modest 


OU may have thought that because of the fine quality of the materials 

used and because of the many exclusive advantages their construction 

gives them, Evernu seats were expensive. You will be glad to know 
that the cost is so reasonable. With excellent production facilities, includ- 
ing modern labor-saving machinery and the most efficient shop practices, 
we manufacture Evernu seats at a price you will be glad to pay. 


That is particularly true if you remember to count the cost by the 
years of service these seats will give. Practically indestructible, impervious 
to acids and cleansers, equipped with a hinge that holds forever, Evernu 
seats are the most durable seats that have ever been made. And they 
never lose their fine appearance. Everlasting, they are always new. 


There is an Evernu model for every type of bowl — closed front, open 
front, and open back and front for both regular and extended lip bowls. 
Architects may specify the hinge metal. 


NEVER SPLIT SEAT COMPANY 


Dept. 29, Evansville, Indiana, U. S. A. 
Founded 1905 


The Largest Manufacturers of Toilet Seats in the World 


Among the recent Evernu installations are: — 


Santa Fe R. R. Bldg. 
Catholic High School 
Cream City Foundry 


tng EF 


Dalias, Tex. 
Philadelphia, Pa. 
Milwaukee, Wis. 


Tacoma, Wash. 
Camden, N. J 
- Indianapolis, Ind. 


Puget Sound College 
Bell Telephone Exchange 
Indiana Memorial Bldg. 


a 





When a wood seat is needed, 
install 


NEVER-SPLIT 


Each seat is carefully fash- 
loned in four sections of quar- 
ter-sawed lumber, so that the 
cross grain runs around the 
hole hese sections are 
united in an inseparable unit 
by four bolts concealed in the 
wood. So tight is the grip of 
the bolt, .o accurately ma- 
chined are the tongue and 
eer, that it is impossible 
or the joint to split or come 
apart. The hinge is designed 
for great streugth and dura- 
bility. Never Split Seats are 
beautifully finished, and there 
is a type for every bowl 
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Part of the crowd which attended the recent annual outing of the Master Plumbers’ Association of Buffalo, NV. ¥ 


value to all master plumbers, had sent out invitations meeting be the annual meeting and that the fiscal year 
to all the masters in the city, irrespective of their affilia of the organization be from January Ist to December 31st, 
tion with the association. was unanimously adopted This action leaves the follow 
ae ing officers of the League in office until the close of the 
SANITATION DEVELOPMENT LEAGUE OF SOUTHERN — year: William Van Norden, president; George FE. Richard 
CALIFORNIA CHANGES ITS BY-LAWS son, of Pasadena, vice-president; Charles N. Boley, second 
The Sanitation Development League of Southern Cali- Vice-president; E. L. Keithley, treasurer, and Henry H 
fornia conducted its regular monthly meeting on Thursday Boynton, secretary. 
evening, September 24th, at the City Club in Los Angeles, R. H. 
with spirited discussions on various subjects the feature Pointed recently to work for the construction of additional 
of the evening. Under the constitution of the League, the comfort stations and public showers in the Southern Cali 


Roemer, chairman of the special committee, ap 


September meeting is scheduled as the annual meeting, fornia cities, reported progress in the movement and an 
when new officers and a new board of directors are selected nounced that further details will be forthcoming at the 
and plans are formulated for the ensuing fiscal year next meeting in October. 

Instead, however, an amendment to the constitution William Melville suggested that a permanent legislative 


under Article V, Section I, providing that the December committee be appointed or elected by the League. This 













” Fig. 714 showing rear 
clean-out. 





SAFER 
ana Fig. 713 same as illus- 
tration except front 
BETTER cleanout. 
SIMPLER 





When your men 


STRINGER | a 
» t ‘ 
CLEAN-OUT FITTINGS —make sure that oe oe jon 


these leak stopping materials are used, joints stay tight 


Make Better Stack | and give the length of service which a reputation for good 
Clean-Out Connections ii | || work makes necessary. 


Jenkins Packings are furnished in sheets, or ready cut 


| 
Hii . # nage tie ipa in igs 
Plum h Stri Cl , see; in | gaskets for greater economy and convenience when a 
mis avnywnere uae Sivinges ieenout iting } large number is to be used. They include JENARCO, 
| 
} 


— 4 nee, ~~ “ “mage or and JENKINS ’96 for hot and cold water and saturated 
into their pockets. Fittings Fig: 713 and Fig. 714 iif | || steam. COMPRESSED ASBESTOS JOINTING for high 
take the place of assembling a Y, an 4 Bend, and an | . ilghesice:: I -d steam, and OILTITE for oil service 
iron trap screw ferrule. All our CLEAN-OUT FIT- SS ee ss 


TINGS are tapped and fitted with a four-inch heavy ia Y 

brass plug, with an I.P.S. tapered thread, making an 4 oo we JENKINS BROS, N.Y 
= e es nite ree 4 oO » 4 

absolutely gas-tight joint. | 524 Atlantic Avenue Boston, Mass 
: “py » 4s 133 No. Seventh Street Philadelphia, Ps 

Write today for Catalog “‘H,” which illustrates fit- in| 646 Washington Boulevard . Chicago, Ii! 

tings to meet the needs of your locality. JENKINS BROS., LIMITED 


Montreal, Canada London, England 


Jenkins Packing 


STRINGER BROS. CO. | | r 


Manufacturers of Cast Iron Roughing-in 
Systems, Hub Drainage Fittings 


| 1100 W. 38th St. - : Chicago, Il. | 
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suggestion was discussed in detail and will shortly be 
acted upon by the organization. Mr. Melville also br vught 
up the topic of desirable locations for the establishments 
of merchant plumbers. He said that in practically ever 
small town, the barber, grocer, shoe repair man, and every 








other type of merchant, establish their businesses on th 






main street, while the merchant plumber in the ma jority 
of instances is usually satisfled with a side street location 
This condition should be changed, Mr. Melville said, t 
correct the impression thus given the public that the 


WIS © 


AU 
WATER SYSTEMS 


merchant plumber is not a vital necessity to the com. 
munity and to give the plumber more opportunity for dis 
More Sales Fo Pl b playing goods where the crowd passes. 

r um ers The Better Homes Exposition to be held in Los Angeles 
during October was brought up for discussion, and the 


Gurley Automatic Water Systems make : 
question of having the League install an exhibit along 


possible greatly increased sales — because 
they give splendid service in many installa- 
tions where you have had to recommend a manufacturers, plumbers or jobbers display their own 


deep well system heretofore. goods was taken under advisement. This matter will be 
acted upon by the executive board after thorough in 


| general sanitation lines instead of having the individual 


The new Gurley positive seal rotary pump 
lifts water 28 to 30 feet. It has only 10 
parts—-it 1s very quiet in operation—it is 
perfectly reliable. The Gurley System de- 
livers ample pressure without pulsing. 


vestigation 


WARREN, OHIO, MASTER PLUMBERS HEAR 
B. JOSEPH O'DONNELL 


The Association of Master Plumbers of Warren, Ohio 


Any good plumber who knows how to sell 
water systems should try one Gurley in- 
stallation. It will pave the way to more 
sales and bigger profits. 


turned out a 100 per cent attendance to hear the address 
of B. Joseph O'Donnell, of the National Trade Extension 
Bureau, of Evansville, Ind., on the evening of September 
28th. The address was given in the rooms of the associa 
Write us for full information—sizes, capa- tion. Mr. O'Donnell talked on overhead expense 

cities, prices, terms—and selling helps. = 


GURLEY PUMP & MFG. COMPANY MANY FLORIDA MASTER AND JOURNEYMAN 


: . . >LUMBERS PASS EXAMINATIONS 
814 Merchants Bank Bldg. INDIANAPOLIS ae Se Son 
The board of state plumbing commissioners of Florida 














held a regular meeting in Jacksonville, Fla., recently. All 





members of the board were present, except George Ballou, 
of Miami, who was detained there on business for the 


; lah board. Nearly two hundred plumbers were examined and 
Red Top Relief Va 7 
No. 2 relieves at lbs given certificates to conduct business. The board was in 
pressure, protects J 
domeatsc hot water heat 
tng ayatema from 
cracked bowler sections 


and other ruptures 


session three days. In Miami about twelve hundred 
journeymen were examined and two hundred and_ fifty 
master plumbers. The new plumbing law is generally 
approved by both master and journeyman plumbers 

Sectional View, Red 


Top Relief Valves, 


Model No. 2 


OREGON ASSOCIATION GAINS MANY NEW MEMBERS 


A number of new members have recently joined the 






















Oregon Association of Master Plumbers, most of those 
outside of Portland being encouraged to join by the visit 
of the executive committee which made the jaunt to east- 
ern and southern parts of the state last month. <A most 


Saves money for owners 
makes money for yourself 


encouraging interest has been aroused in association 
A tank-in-basement hot water heating system, with 
a Model No. 2 Red Top as a basis, is popular with 
owners and plumbing contractors alike. 


activities and the addition of each new member has added 
new zest and impetus to organization work. 

The new membership includes: Provost Bros., and 
Thos. A. Simpson, Ashland; Carlson & Lyons, Bend; W 
H. Ranie, Grants Pass; G. Lanagsty and Gray & Paxton, 
Klamath Falls; S. H. Hawk and Anlo Penwell, Medford 
Walter Pahl, Myrtle Point; Herman G. Althouse and Scott 
Bros., Roseburg; George Reiser, Sherwood; and from Port 
land: Rogers Plumbing & Heating Company, O. C. Sanger 


You can install a system of this type yourself, at a 
price which means paying business. 
Such a system saves money for owners by reducing 
fuel and labor upkeep. Its high efficiency and its 
absolute safety are other popular features. 


ae. A, 


Have you received our new heating booklet which 
describes this valve and its applications? Let us 


send you a copy ap , 
and Long & Carstie 


ILLINOIS CHAPTER TO HOLD ANNUAL MEETING 

The Illinois Chapter of the American Society of Heating 
and Ventilating Engineers will hold its annual meeting 
Monday evening, October 12, at its club room, Hotel 





NEPTUNE METER CO. 
50 E. 42nd STREET, NEW YORK, N. Y 
Branch Offices in Principal Cities 


Red fop Relie? Valve 


phim Meare 


Sherman, Chicago. Officers for 1925-26 will be elected 
Charles Henry MacKintosh will talk on “Sales and 


” 


Service. 
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Good Boilers 


and 


Reliable Radiators 


are essential equipment for every 
heating installation and the Gurney 
Line provides both, with the highest 
degree of economy, convenience and 
satisfaction. 


Scientifically designed to give the 
best possible service wherever they 
are used, carefully constructed from 
the finest materials obtainable and 
including a pattern for every heating 
purpose, Gurney Boilers and Radia- 
tors make it a simple matter to select 
just the type and size for each par- 
ticular need. 


For more than fifty years Gurney 
Boilers and Radiators, plus Gurney 
Service, have been proving their 
value to plumbing and heating con- 
tractors all over the United States. 


Write for the latest Gurney 
Catalog, showing the 
complete line, 
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Gurney HEATER MFG G@MPANy “i 


reneral Offices: BOSTON, M ASS., 93-95 Oliver St. 


NEW YORK, Manly St., Cor 
PHIL ADELPHIA, 


Anable Ave., Long Island City 
108 North 17th Street 
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Hudson Portable Shower No. 200 


Shower is made of 5°" ©. D. brass, heavily 
nickel plated and 34" corrugated rubber tub- 
ing. Special coupling to prevent blow-off of 
rubber from stem. Furnished with 24” cur- 
tain ring, 7/9” rain head, heavy white duck 
curtain, nickel plated curtain pins, 5’ highest 
grade rubber tubing, nickel plated screws 
aluminum bulb connection to bath cock and 
adjustable cast flanges. 


Packed in individual cartons 


Your jobber has them. 


More Sales 


with 


Hudson 
Portable 
Showers 


@ This is the time to sell 
showers. You can seil and 
install two or more addi- 
tional showers for every 
home by pushing Hudson 
Portable Showers. 


@ A big selling item and 
profitable. 





HUDSON BRASS WORKS, INc. 


16-20 NASSAU ST. 


BROOKLYN, N. Y. 

















Mention Domest 


ENGINEER 








NG when writing advertisers 
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APPRENTICE TRAINING MOVEMENT GAINING 
MOMENTUM IN MASSACHUSETTS 





since his appointment early in August to the office of 
Apprentice Commissioner by the Massachusetts Sanitary 
Club, for the purpose of furthering the National Trade 
Extension Bureau’s apprentice training plan, J. Pres 

n Perham has done splendid work toward creating active 
interest in this plan. 

The method of apprentice training formulated by the 
National Trade Extension Bureau, providing school in 
struction for boys employed in shops, requires the or 
ganization of a joint commission composed of one to two 
local manufacturers and jobbers, one to three master 
plumbers, one to three members of the Public School 
Board, one to three members of the local journeymen’s 
reanization, one to three heating and piping contractors, 
ind architects, realtors and members of local civie bodies. 

The joint commission with its chairman, vice-chairman, 

cretary, treasurer, and apprentice commissioner, super 

es the school training of eligible apprentices, which 
can not help but elevate the quality of the future members 

the craft It is this work of organization that Mr 
Perham has undertaken among the members of the in 
dustry throughout his state. 

At a meeting of the Lynn journeymen’'s local recently, 
Mr. Perham laid the apprentice plan before its members 
in an effort to interest them to the extent of lending their 
co-operation in forming a class to attend the Beverly 
‘Mass.) Vocational School. 

The commissioner explained that the idea was to have 
boys that are now working at the business take 180 to 
240 hours of schooling during the year, these boys to be 
chosen by their employers and presented to the joint 
commission for approval. The boys accepted are required 
to contract with their employers to go through with the 
course Every three months each student is examined 

Mr. Perham in closing his talk urged that the president 
of the Lynn local appoint a committee to meet with the 
commission already formed so that arrangements may be 
completed for the formation of a class to be held in 
severly for boys from shops in Lynn, Salem, Beverly, 
Gloucester and vicinity The journeymen’s organization 
received Mr. Perham’'s talk with approbation 


ya 
= 
BR 


{ 






\t the recent annual outing of the Mueller Co., Decatur, IL— 
Top row, left to right: Jack Eagle, Portland, Oregon; W. B. 
Ford, Birmingham, Alabama; Tom F. Leary, manager, San 
Franciseo; W. C. Heinrichs, who covers Missouri for the 
Mueller Co.—Bottom row: J. P. Stenner; R. E. Kirschner, of 
Mueller Co., and J. T. Still, plumbing inspector, Durham, N. C. 
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Plate No. 18-—-Wash Down Bow! A genuine tw 

fire Vitreous China Wash Down Bowl, to rough-in at 
14 inches. Standard as to dimensions and size, the 
special feature of which is the shape inside, which 
gives an exceptionally large water seal and absolutely 
prevents soiling 


Thoroughly 
Reliable! 


That is the verdict of the trade 
regarding ZWERMANN_ Genuine 
Two-Fire Vitreous China Sanitary 
Ware. The same standard design, the 
same sterling quality can always be 
duplicated, even over a period of years 


And the reason for this is perfectly 
plain when you remember that we 
concentrate the entire facilities of the 
largest single pottery in America on 
the manufacture of one standard tank 
and two standard bowls-—-the finest 
that the most modern Pottery can 
produce. 


ZWERMANN CO. 


Producers of Genuine Two-Fire Vitreous 
China Water Closet Tanks and Closet Bowls 


ROBINSON ILLINOIS 
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DAMPER CONTROL 


CHECK DRAFT 
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STRAINER 





REDUCING VALVE 


RELIEF VALVE 


34 DISCHARGE TO 


FLOOR DRAIN 
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(G) The boiling point of 








Y 
Mueller 
Advantages 


7) No expansion tank, 
either open or closed 





Quickly installed on 


> 
te . . 
either new or old jobs. 





} Water in system al: 
ways fresh. 






q) Rapidcirculation, due 
to pressure and fresh 
water. 


>) Entirely automatic as 
to supply, relief and 
damper regulation. 





6) A very considerable 
saving in fuel, due to 
automatic control of 
dampers and rapid 
circulation. 


(7) Perfectly safe, as both 


reducing valve and 
relief valve are op 
erated by pressure of 
the water in the sys 
tem. 


8) The reducing and re 


lief valves are positive 
in action and durable, 
the working parts 
being made of bronze 
with phosphor bronze 
diaphragms. 


water raised to higher 
point than with the 
open system 































tober 10, 1925 DOMESTIC ENGINEERING 


Less labor to install— 

remember this when 

making price comparisons 
i T k 


d increase your profits 
with less labor 


fost plumbers have used the old expansion tanks. They have lost 
heir tempers—said some “riley” things— and that usually ended ex- 
ansion tanks for them. 

Not even the most easy-going plumber will long do a lot of extra work 
hen there is an easier, better, more profitable way. The Mueller 
ystem enables you to “kick out” the unsatisfactory expansion tank, 
oth overhead and in the basement. It supplies a more modern way 
a better way for both plumbers and home owners. 












. It costs your customers no more— Gives your 
customers a better job— Much easier for you to 
install— Makes you more profit, more friends 


ntirely automatic! The Mueller System furnishes automatic supply, 
utomatic relief and automatic damper regulation. 

The Mueller Automatic Hot Water Heat Control operates without 
ttention. The system is durable and positive in operation. 

Send for booklet. Explains these and other features. Illustrates all 
arts. Gives installation facts and instructions. Every plumber should 
ave a copy. Request yours today. Address 
LUELLER CO.  césabisnes ss Factories: Decatur, Ill.; Port Huron, Mich. 


nadian Factory; MUELLER, Limited, Sarnia Branches: New York, San Francisco, Los Angeles 


UFELLER 















| Automatic Hot Water Heat Control 
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Offer 
Tangible 
Quality 
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Each manufacturer claims 
his product is superior, but, 
in the majority of cases, 
this superiority must be 
accepted on faith. 


In Commonwealth Lavigne 
Radiator Valves, however, 
the quality is tangible— 
something you can see, feel 
andtest. The added 
strength at an important 
point gained through the 
use of a forged brass tail- 
nut is an advantage appar- 
ent to every steamfitter. 
Take hold of the new 
“Knobby Grip” handle and 
you at once realize that here 
is a handle worth while. 
Examine the mechanical 
operation and you are con- 
vinced that it is correct. 
Inspect the machining, note 
the careful finish — then 
place our valve side by side 
with any competitive make. 
You will agree that here is 
a valve far above the ordi- 
nary. 


In addition to a complete 
line of standard radiator 
valves we also manufacture 
the Lavigne Packless Quick 
Opening Steam Radiator 
Valve 





Your 
Jobber 
Can 
Supply 
You 


OMMONWEALTH 
BRASS 
ORPORATION 


Detroit, Michigan 


ENGINEERING 
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| appeared, 


,eight a few 





October 10, 1925 


BROOKLYN MASTER PLUMBERS GIVE DINNER 
AND DANCE 

The members of the arrangement committee of the 
jrooklyn Branch of the Master Plumbers’ Association of 
Greaier New York used good judgment when they decided 
that their annual outing should be in the form of a dinner 
and dance instead of the conventional outdoor affair. The 
evening of Saturday, September 26, when the affair was 
held, and the steaming clams and the 
rest of the menu were more enjoyable indoors. 

To properly enjoy a shore dinner, one should be where 
he can smell the ocean which furnished the fare. So the 
committee picked the Hotel Shelburne, on Ocean Parkway 
scene. It is easily accessible and 
their and friends in 
it their Saturday night headquarters. 
array of vaudeville 


was a chilly one, 


Brighton Beach, as the 


500 master plumbers, ladies, 
the trade made 

During the dinner a talent 
with a good orchestra, them 
Dancing was enjoyed until long after midnight 
was the night the clocks were turned back after 


good 
of course, to bear 
company 
for that 
day-light saving, 
the next morning 

The spirit of carnival was in the air, 
tinted caps that the 
helped enliven the Everybody 
“Domestic Engineering’ balloons back and forth 

The officials of the other New York City 
attended, helping to make the affair a success. 
dance 
the Manhattan association 


and everyone could sleep an hour later 
and the brightly 


odd shaped association provided 


scene. was busy tossing 
associations 

A splendid 
Bernstein of 


was put on by the junior son of Paul 


PLUMBERS’ ASSOCIATION TO 
APPRENTICESHIP SCHOOL 


Master Plumbers’ 


PORTLAND MASTER 
ARRANGE FOR 
The Portland, Ore., 
taken up locally the matter of the apprenticeship school, 
which is already under way Charles J 
Kelley, president, has appointed as a committee to in 
vestigate prospects and arrange for the instruction: H.H 
Colliver, of Smith, Warren & Colliver, Inc., chairman; 
Williams, of Williams & Gibson; Sam Murhard 
of Muirhead & Murhard Co., and J. R. Widmer. While 
complete plans are still tentative it is definitely decided 
to base the course of instruction on the textbook offered by 


Association has 


in cutside towns. 


D. S 


Extension Bureau. 

that the average age of 
the working plumber is now about forty, against twenty 
master plumbers regard this train 


the National Trade 
Since it has been discovered 
years ago, 


ing as vitally necessary 


ASSOCIATION HOLDS 
MEETING 

The membership of the Heating & Sanitary Engineers 
Association of Seattle on September 30, at the regular 
weekly meeting in the Arcade building quarters, was ad 
Charles Henderson, of the Seattle Health De 
partment, who spoke on “Latest Developments in Sanitar) 
Engineering.’’ Executive officers of the association are 
planning a series of talks by prominent speakers on sub- 
pertinent to the plumbing \and heating industry 
during the coming winter months. 


SEATTLE INTERESTING 


dressed by 


jects 


of Jacksonville, Fla., has been appointed 
plumbing inspector in District ‘‘B,’’ by John Bronzonie 
state plumbing inspector. The appointment has been ap- 
| proved by the state plumbing commissicners. 


C. O. Langston, 


George Keefe, of Jacksonville, Fla., is on a vacation 
trip in Canada, and will also visit many of the principal 
| cities of the United States while on his trip. He is ac 


companied by Mrs. Keefe 
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or for Shop 


d 
Numbers 0B and 00 PIPE THREADING ) 
Machines can be transformed from power to hand % oe 
operation in a very short time. If the machine AE ey 
is hooked up for power in the shop, it is a & 


simple matter to disconnect the power attach- 
ment, place the machine on a truck, and take 
it out on the job; turning it by hand. These 
machines take the same dies that have been 
used for years in the Armstrong hand tools. 


No. OB threads pipe from 14" to 2" 
and bolts from 4 to 1% 
No. 00 threads pipe from 1" to 4 
and bolts from 4’ to 
also cuts off pipe. 


Made by the 
ARMSTRONG MANUFACTURING COMPANY 


of BRIDGEPORT, CONNECTICUT 
Only 


New York Office 
101 Lafayette St. 
































Maybe there doesn't appear 
to be sucha close connection 
between lowly pipe fittin’s 
and business success. Just 
the same many a job has been 
spoiled by cheap fittin’s. 
Complaints take the place of 
satisfaction. 
are lost. 


Customers 


There might be some 


THE GRABLER 


SQUARE 
Malleable lron 


Mentior 


DomeEsTiIc ENGINEERID 











How good 
fittin’s aid business success 


MANUFACTURING COMPANY 


Wl vriting 


October 10, (92 





excuse for skimping on fittin’ 
quality if cost made any differ- 
ence. But since you pay no 
premium for Square “Gee” 
quality, good judgment dic- 
tates the use of Square “Gee” 
fittin’s on all your jobs. 


Just say Square “Gees” to 
your jobber’s salesman. 


Cleveland, Ohio 


“GE -* 
PipeFITTINGS 


advertiser 
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Pollution of Wisconsin Waters 


(Continued from Page 18) 


and therefore its effect on fish life is relatively 
Some of these water-carried wastes undoubtedly 


vage 
eater 
ve a poisoning effect also, while others carry suspended 
itter which changes the natural river bed. 
rhe relative importance of these wastes, taking strength 
domestic as 1, may for practical purposes be 
imerated as follows: 

(a) Domestic sewage ..... , a Roe en Sa 
1 to 20 times 


25 to 40 times 


sewage 


Ce A aia wb kaa eee ee 


Ct I ra Clas eis ears: dace wrd 


CG) SEO 65 dedie Wi cde eee 3to 5times 
(e) Creameries and cheese factories... 5to 8 times 
(f) Paper and puip mille. ....cccscs 2to 4 times 
(g) Tanneries, packing and rendering 
ES ere Pee ee ee ee lto 3 times 


(h) Chemical plants and dye works... 2to10 times 

(i) Coal tar and gas plants......... 3 to 

The comparisons are based on the concentration of the 

wastes as determined by the amount of nitrogen contents 
and oxygen consumed. 


5 times 





Fig. 6.—Showing dosing chamber and one-half of sprinkler 
heads in action while the other half of the filter is resting 


The effects of these various wastes on fish life depend 
further largely upon the size of stream, usually referred 
to as the minimum flow during low water or dry seasons 
of the vear, and upon the character and volume of sewage 
or liquid-carried waste tributary. For example: Expe- 
rience or present knowledge places the permissible volume 
of flow of raw sewage under favorable stream conditions 
at 2 to 3 per cent of the stream or river flow. In all 
cases of lesser dilution treatment of the sewage must be 
provided if objectionable conditions are to be avoided 


THE SEWAGE CAPACITIES OF STREAMS 

N order to determine the amount of sewage or indus- 
I trial water-carried waste that may be discharged into 
an unpolluted stream, the following important factors 
must be taken into consideration: 

1. The volume of the flow in gallons per minute, hour 
or day. 

2 The volume of sewage or waste tributary per min- 
ute, hour or day, and its relative strength as set forth in 
the foregoing chart. 

3. The degree of dilution essential to prevent pollu- 
tion or objectionable conditions. 

t. The purpose, if any, for which the stream is used. 

It is fair to assume that these wastes, é¢specially certain 
industrial waste, when indiscriminately dis- 
charged into our waters, endanger fish life. It is said 
that high stream or lake pollution affects fish by direct 
killing of fish, by changing the natural character of the 
water and the bed of the stream or lake, and causing the 
fish to recede as the pollution progresses and fish food 

destroyed, and by injuring fish spawn and interfering 
with the reproduction of the species. 

There are, however, other factors that have deleterious 
effects on young fish life, such as weather conditions in- 
volving sudden changes in temperature, lack of sunshine 


types of 


ENGINEERING ol 


| OSoonooaaaoaeeaooaag 


WALL LINE 










RUBBER GASKET 
SLIDING BRASS INSERT 
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| Cracks China Spouts? 


| Hot water? No! If it did, you would have 
to drink your coffee from a tin cup. It is 
the rapid expansion of a screwed-in metal 
insert, cemented to the china that does 
the damage. This disadvantage has been 
completely overcome in 


WUESTHOFP’S 
China Spout 


As the diagram shows, this new China 
Spout is made with a self-adjusting, non- 
expanding and rubber-cushioned, sliding 
| brass insert which positively prevents 
breakage from sudden changes in the tem 
perature of the water and also permits the 
base of the spout to be screwed snugly up 
against the wall. 


Your Jobber Can Supply You 








Patented Aug. 4, 1925 


| POO oDEoooDpHooNpAs 








M. W. WUESTHOFF CoO. 


Patentee and Sole Distributor 


Monadnock Bldg. San Francisco, Calif. 
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“THEY KEEP A-RUNNI|NG”’ 








\4 h.p. Century Repulsion- Start 
Induction Single-Phase Motor 


uiet Service 


Continued quiet service is a feature of Century Repul 











sion-start Induction Single-phas: Motors. They are 
widely used to operate house pumps, household re 
frigerating systems, oil burners and similar equipment 


Because:- 


Brushes are in contact with the commuta 
tor only during the starting period. They 
are automatically released when the motor 
accelerates to full speed. In many classes 
of service brushes side the commutator 
only 1-900th of the time the motor is run 
ning 


2 All iron and steel used in these motors is 

so liberally and scientifically proportioned 
as to reduce magnetic hums to a point un 
usually low. 


3 The “natural period of vibration” has 
been kept unusually low. No induced or 
transmitted vibrational noises. 


4 Every Century Armature is given a very 
accurate dynamic or “‘running balance.” 


Special Note:—The inclusion of the new Century 
Wool Yarn System of Lubrication in Century 4 Horse 
Power Single-Phase Motors makes them free from 
lubrication attention for at least a full year of con- 
tinued service. Write for details. 


Century Single-phase Motors are built in 

all standard sizes from % to 40 horse 
power. Temperature rise not more than 
40° Centigrade. 


CENTURY ELECTRIC COMPANY 
1806 Pine Street St. Louis, Mo. 


Stocks at 29 points in the U. S. 
and more than 50 outside thereof 





| 











lg to 40 H. P. ig to 40 H.P. 
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and late spring, high water and cold spells, lack of natura! 
protection and food as a result of weather or other con 
ditions 

The following questions and similar ones are being dis 
cussed by many of our citizens throughout the state of 
Wisconsin 

Is stream pollution necessary? Should and can it be 
Cannot our streams be retained in their nat 
urally what extent can industries and 
municipalities be prohibited from discharging wastes and 
sewage into our streams and lakes? 

These and other questions relating to this important 
subject will be taken up in the second article of this series 
which will be published in “Domestic Engineering” at an 


controlled? 


safe state? To 


early date 


Ventilation of Toilet Rooms 


(Continued from Page 22) 


be constructed so as to pitch down to the inside of each 
individual vent horn so that any liquid or matter that 
might get in the vent space or duct will run back into 
the water-closet Individual urinals shall be local vented 
by means of a two-inch pipe connected to the waste on 
the fixture side of the trap 

8. Duct System:—a. Size. Except as stated below, all 
local vents on fixtures shall be connected to an exhaust 
fan by means of a suitable system of ducts or flues, and 
the cross-sectional area of any part of the duct-system 
shall be as large as the combined cross-sectional areas of 
all the fixture vents which it serves. 
The duct system may be constructed 
of galvanized iron or it may be built of brick, 
cement, plaster, tile, concrete or other similar material 

c. Fan. The exhaust fan shall have a capacity of at 
least fifty cubic feet per minute for each fixture connected 


b. Construction 


sheet 


to the local ventilation system. 

d. Substitutes for fan. Instead of using an exhaust 
fan the main duct connected to a constantly 
heated chimney or the desired effect may be obtained by 
installing a heater coil at the proper place in the system 
provided the supervisor is satisfied that as good results 
can be obtained by such means. 

4. Inspection:—-It shall be the duty of the supervisor 
or his representatives to make frequent visits to buildings 
where local ventilation systems are required by these 
rules and to see that such systems are kept contantly in 
satisfactory operation during the hours when the fixtures 


may be 


are in use. 


* . * 


The Hartford regulations pay attention chiefly to the 
local vent systems for large toilet rooms, but nevertheless, 
this type of vent may be applied with equally excellent 
results to residence plumbing. 

As we have already intimated, it certainly seems to us 
that in strongly advising his customers to avail themselves 
of the comfort and convenience of local ventilation, the 
plumbing contractor has an opportunity of extending his 
business in a direction that we believe has not received 
the attention in the past that it really deserves. 

And another fact that comes out of this article is that 
municipal plumbing codes do not in general give sufficient 
mention to local ventilation, and should pay the subject 
much greater attention. 





The Pickelsimer Plumbing Company, of 2932 Peachtre: 
road, Atlanta, Ga., has changed hands. J. W. Pickelsimer 
has sold his entire interest to J. G. Arnold of Greer, S. ¢ 
Mr. Arnold will continue the business at the same stand 
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Facta About Uniflow. No. 1 of a Series of Four 
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Watch for Second One 


The Men Behind Uniflow 


fe first question every shrewd business man 
asks these days of those he does business with 
is, “Who Are the Men Behind It?” 

lhe product may look good 
may be strong. 

But it all avails nothing if you haven't faith and 
conhdence in the men at the head of the organiza- 
tion. 


Investigate the Men Behind Uniflow 


C. A. Kuebler, President and General Manager, 
was for a number of years Vice-President and 
General Sales Manager of The Duro Pump & 
Mfg. Co. 

Every dealer in pumps knows that Kuebler is not 
only a “live wire” but also a square shooter. He 
has probably done more to put the Golden Rule 
into practical effect in the pump business than any 
one man in the industry. Fighting always for a 
square deal for the plumbing merchant, he has seen 
the pump business grow from a cut-throat, hap- 
hazard affair to a real industry in which able 


—the claims for it 


business men are conducting prohtable stores on a 
merchandising basis. ‘Thousands of plumbing 
dealers know that Kuebler is a good man to do 
business with. 

J. A. Snider, Vice-President and Superintendent, 
was for four years Superintendent of the V. K 
Company. He ts a pump engineer of more than 
local reputation, having many valuable patents to 
his credit. To qualify him for his position of 
Factory Superintendent and Production Manager 
he has a lifetime experience in similar responsible 
positions with several of the largest factories in 
Ohio. Noone knows pumps and how to build them 
better than Snider. 


These are the Men Behind Uniflow 


Kuebler and Snider, these are the men behind 
Uniflow. Both comparatively young men —but 
with long experience in the pump business. bach 
attracted to the other by mutual respect and 
admiration for the other's achievements 


You can pin your faith to Uniflow 


Write today for catalog, price list and discounts to authorized dealers. 


THE UNIFLOW PUMP & MFG. CO. 


Fifth and Perry Sts. - 





GUARANTEED 





“Tne PUMP SUPREME” 


- DAYTON, OHIO 
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This full page advertisement will 
appear in The Saturday Evening 
Post, issue of October 17th 
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Companies Recently Incorporated 
The Connecticut Plumbing Supply Co., Stamford, Conn., 
has been incorporated with a capital of $40,000 to con 


duct plumbing supply business. The incorporators are 
Sam FE. Heller, Hyman L. Heller, Saul S. Galinsky and 
Milton J. Neumann, all of Stamford. 

Camden Plumbing Supply Co., of Camden, N. J., has 


been incorporated with a capital of $25,000, by Conrad 
C. Goodman, James Hindle and Andrew J. Little, of 
Camden 

The Grant Oil Burner Co., Inec., Boston, Mass., has been 
incorporated with a capital of $25,000. The incorporators 
are Albert L. and M. S. Hildreth. 

The Save-U-Ventilating Co., of Milwaukee, 
been incorporated with a capital of $15,000. 

The Imperial Molded Products Corporation, of Chicago, 
has been organized and has taken and 
large factory for the production of molded Bakelite parts 


The new company is controlled 


Saunders 


Wis., has 


over equipped a 
by high pressure steam, 
and financed by officers of the Imperial Brass Mfg. Co., 
of Chicago, the new concern’s officers being: Paul Tietz, 
Greenlee, secretary, and Frank MeNellis, 
McNellis is the Imperial 


president; Jas. T. 
treasurer. Mr. 
Mfg. Co. 


president of 
Brass 
BUYS INTEREST IN LAMBERTVILLE POTTERY CO. 

The Pierce, Butler & Pierce Manufacturing Corporation 
of New York, has purchased a substantial financial interest 
in the Lambertville Pottery Co., Lambertville, N. J. Al 
ways the largest distributor of Lambertville ware, a direct 
interest in the company makes possible a closer relation- 
ship, and, according to the announcement, will in no way 
change the management, personnel or policies of the Lam 
bertville Pottery Co. 


NEW SUPPLY HOUSES IN NEW YORK 





A new plumbing supply house, called the Moylan Plumb- 
with headquarters at 1336 

New York City, has just formed by 
who is sole owner. Mr. Cohen formerly was secre- 
tary of Stroh & Wilson, Inc., New York City. 

E. G. MeCormick and Richard Brooks 
opened a new plumbing supply house under the name of 
Plumbers’ Supply Co., at 1746 East Tremont 
Bronx, New York City. Mr. McCormick 
years ago was connected with the Walworth Co., and Mr 
Brooks with the Regent Brass Co. 


ing Supply Co., Amsterdam 


avenue been Louis 


Cohe n 
have recently 


the Bronx 


avenue, some 


WILL OPEN SUPPLY HOUSE IN SAN JOSE, CALIF. 

M. G. Moenning, who originally organized the firm of 
Moenning, Howard & Ramp in San Jose, Calif., has pur- 
chased the pump and engine department of the business, 
and will run it separately from the hardware business. 
To these he is adding plumbing and heating supplies. The 
hew establishment will start business. November 1st. 





WALWORTH CO. STOCKHOLDERS APPROVE PUR- 
CHASE OF KELLY & JONES CO, 
Stockholders of the Walworth Manufacturing Com 


pany, Boston, at their meeting September 29, approved 
the purchase of the Kelly & Jones Company and also voted 
in favor of the new financing plan of the Walworth Com 
pany About 77 per cent of the common stock and 8&4 
per cent of the preferred stock was represented and voted 


unanimously in favor of both plan 


NEW PLANTS AND ADDITIONS 
The Brookside Brass Foundry & Mfe. Co 2215 Selzer 
avenue, Cleveland, Obio, is just completing a new factory 
building of brick at Pearl road and Oak Park avenue in 
that city The company expects to move into its new 


plant about December Ist. The company's present capacity 


will be doubled in the new plant 
The Federal Plumbing Supply Co., of 1721-29 St. Mark 
avenue, Brooklyn, N. Y Which has from time to time 


added all in all three buildings to its establishment, is 


now contemplating the erection of a warehouse for pipe 
and enameled ware The warehouse will be 50x130 ft 

The American Brass Co. of Waterbury, Conn., is erect 
ing an additional casting shop and boiler room 

The Morris Stulsaft Co of San Francisco, Calif., has 
begun the construction of a new two-story concrete build 
ing, 122 by 490 ft., at Fifth and Bryant street San Fran 
cisco On October 1 the Stulsaft Co. moved from 647 
Mission street to 1338 Mission street, which .ocation after 
the completion of its new building, on or about December 


specialties, 


Ist, will be used for a ‘pick-up’ business only 
handling 


new 


Central 


Specialty Co., plumbing and heating 


will share the location 

HUMPHREY COMPANY OPENS BIRMINGHAM BRANCH 
The Humphrey Kalamazoo, Mich., 

cently opened an additional branch at 2024 Fifth 


Stimpson is manager of this 


Company, of has re 
avenue, 
Birmingham, Ala. Gordon G 
branch, 
NEW YORK JOBBERS' CREDIT ASSOCIATION TO 
HOLD DANCE 

the 

The 


November 21st is to be a gala night for 
New York 
Association of the Plumbing Heating 
the Hotel that 
Edward Basch, of the Regent Plumbers Supply Co., 
the 


Cramer, 


plumb 
Jobbers 
Industry 


ing and heating jobbers of City 


Credit and 


will hold a dance at Pennsylvania evening 
Inc., is 
includes 


and E 


chairman of arrangement committee, which 


Arthur 


Smolka 


Samuel Levine, S. Goldsmith 


HOME HEATING AND APPLIANCE SHOW TO BE HELD 
IN PHILADELPHIA 

Philadelphia is soon to have an exhibition that will be 

the heating 

called the 


trade generally. The exposi 


and 


of interest to 


tion, which is Home Heating Appliance 


65 





MOMENT 


Show, is to be held at the Commercial Museum, Thirty 


fourth and Spruce streets, October 26-31 Sponsors say 
it will be a complete exposition of modern machinery, ap 
pliances and devices for economical burning of oil, coal 
and gas and the use of electricity 
NOW IN NEW LOCATIONS 
Culbert-Whitby Co In¢ of Philadelphia, has just 


moved into its new building at 2019 Rittenhouse street in 


that city 

The H. Sacks Co., jobber in plumbing and heating sup 
plies, on October 1 moved into its new building at the 
northwest corner of Franklin and Poplar streets, Phila 


delIphia, Pa 


OPENS OFFICE IN CHICAGO 


Heggie-Simplex Boiler Co., of Joliet, IIL, has just opened 
an office at 332 South Michigan avenue, Chicago, in 
charge of R. R. Rector 

TO CONDUCT BUSINESS FROM PHILADELPHIA 


M. M. Hopper has just announced that he has closed his 
New York warehouse and office, and will hereafter fill 
all orders from his headquarters at 1946 North Twentieth 
street, Philadelphia 

NEW NAME AND NEW LOCATION 

The heating specialty business of Geo. T. Gerhardt Co 
has moved into its new building at 745 Bryant street 
San Francisco, Calif., and will hereafter be known under 


the name of Gerhardt-Kuser Co 


IN FINANCIAL DIFFICULTIES 


Bergen Plumbing 
Brooklyn, N. Y 


Assets and liabilities have 


Announcement is made that” the 


Supply Co., Inc., 1203 Thirty-ninth street 
has gone into receivers’ hands 


not as yet been announced 

ANNUAL GOLF TOURNAMENT OF THE 
CAPITOL CLUB 

f the Capitol Club of the 

diator Corporation, Detroit, Mich 

Red Run Golf Club 


The course wus in excellent 


THE THIRD 


Members ¢ United States Ra 


held their third annual 


golf tournament at Tuesday, Septem 


ber 22nd condition and the 
dinner that the chef served at the end of the day's festivi 


ties was all that could be expected 











Nye, R. F. 
McIntire and W. E. Mosher.—Lower picture: J. 
Vv. W. 


Connell, J. F. 
Fout, 0. Caffe, 
United States 


Top picture, teft to right: W. F. 


Blackney and W. Orniston, all of the 
Radiator Corporation 





NGINER RING 








October 14 


Twenty-three 


players teed off in competition for th 
President’s cup which has been donated by President y 
T. Cole. This cup goes each year to the lowest net scor 
and must be won three times for permanent possession 
C. W. Willits of the engineering dpartment will have his 
name engraved on the cup as the 1925 winner. 

The Vice-President’s cup, donated by J. F. 
was won by J. A. McDougal. 
kickers handicap 
golf merchandise were 
Blackney and H. T. Cole 

The booby prize, a bronzed cast iron cup and a produc 
of the Detroit Plant W.F 
Nve 


McIntire 
This is the first prize in the 
Other kicker prizes which consisted of 
won by R. W. Hillman, V. w 


foundry, was carted home by 


PREPARING FOR NATIONAL 


SALESMEN 


CONVENTION OF 


Committees of salesmen who will help the organization 
first national convention of th. 
Association of Plumbing and Heating Salesmen to be held 
at the Hotel New York City, October 16 and 
17, have announced by Chairman E. A. Hamilton 
Hotel: William Munch, Edward 
Ernest Pratt, Harry Blauman, Edward Robinson.- 
William Cooper, W. E. Carmichael, Henr 
White, W. A. Wambsley.—Registration 
Bredehoft, Frank Boyd, William Swenson, Oscar 
Albert) Hanson Entertainment: Willian 
William Conlin, John McCue, William J. Wheat 
William F. Weber, Harry La 
Homer, 


committee put over the 
Martinique, 
been 
The committeemen are 
Hawk 
Invitation 
Baillet, Lewis 
Edward 
Vankowitz 
Krueger 
ley Program and exhibits 
Croix Publicity business 
Johnson 
and New 


Harry assisted by 
Reception: Walter F. 


both New York 


paper representatives 


assisted by members of Jerset 
associations 

H. A. Tesch, of the Standard Heater Co., Williamsport 
Pa., E. A. Hamilton, of the General Boilers Co., Waukegan 
Il.. and William H. Swenson, of the Ral Plumbing Supply 
Co., Passaic, N. J., will represent the Northern New Jerse) 
branch of the Association of Plumbing and Heating Sales 

organization meeting. The three 
October meeting of the association 
Achtel Stetter’s restaurant, Newark, N. J., Friday 


men at the national 
elected at the 


held at 


were 


evening, October 2, after the members present had en 
thusiastically backed the committee which recently met 
with New York City and decided upon the calling of 4 


salesmen’'s convention. 

Two New Jersey members are on the organization com 
mittee, E. A. Hamilton Ray Condit 
vice chairman 


being chairman and 


MICHIGAN TRADE GOLFERS ON FLINT GOLF LINKS 


The Trade Golf held its fourth 
meet of the season at the Flint Golf and Country Club 
Flint, Mich., recently. Members were the guests of Charles 
Darwin of the Murray W. Sales & Fifty-five 
attended the meet, which was good considering the fac! 


Michigan Association 


Company. 


that it was out of town. The prizes were won as follows 


First, kitchen ventilator, donated by Mr. Paitz, of the 
American Blower Co., won by H. M. Stephens, of Degat 
Co., net 65, also cup presented by Plumber’s Trade 


Second, coffee urn donated by Douglas Kenne} 
won by W. B. Johnson, 0 
Third, golf club, donated )) 
Degan Co., won by J. E. Hubbard, Care! 
Company, net 71: Fourth, 6 golf balls, donated by Porte! 
West, C. F. Church Mfg. Co. and Chicago Faucet Co., Wo 
by Charles Darwin, of Murray W. Sales & Co., net 73. 
First Past cup, donated by Fre 
Johnson, past president, won by George Gage, of Detro! 


Journal: 
Engineering,” 
Furnace Co., net 71 


of “Domestic 
Ideal 
Mr. Stephens, of 


special, President's 








Tp ——— SESS 
IMMMMMMMMMMMMMMMMMMMMMMMMM MMM MMMM 























tober 10, 1925 DOMESTIC ENGINEERING 


= SEED 














The Established Line of Water Systems for Homes, Farms, Estates, 
Public and Private Institutions 


Sales follow the line of least resistance. It is now a difficult matter to convince a well 
informed buyer that ‘‘so and so”’ is just as good or suverior to some article that has been 
thoroughly introduced and well established, and is known for its quality and reliability. 


Myers Water Systems have attained the right to occupy a high place in their resvective 
field. Not merely because of real merit but because they have been and will continue to be 
widely advertised in leading trade, farm and class journals. And it is this combination 
merit and consistent use of printer’s ink—-that is paving the way to increased water system 
business for Myers dealers everywhere. 


Nearly every country or suburban home, farm or estate, 
summer cottage or hotel, pleasure resort or golf course, central 
ized school or college, sanitarium or hospital, creamery or dairy, 
if not already equipped with modern power water facilities, is now 
a prospect for a MYERS SELF-OILING WATER SYSTEM. 
And this condition has not “just happened”. It is the result of a 
persistent effort to break down sales resistance for Myers Dealers 
and give to them every advantage in the securing of increased 
water system business. 


After considering all of these Myers elements — quality 
dependability completeness of the line 
production and shipping facilities — vigorous 





publicity from year to year-— write us. We 
will be pleased to send catalog, information 
and prices by return mail. 
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& BRO. CO. 
Ashland : Ohio 


Pumps 
Water Systems 
Hay Tools 
Door Hangers 
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The F. E. MYERS HAY TOOLS 6 DOOR HANGERS) 
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A-D-J-U-S-T-A-B-L-E 


Classic Sink Fixtures are made 
with adjustable supply arms. 
That is our exclusive patented 
arrangement that saves you 
time and labor and makes 
every home a Classic prospect 
for you. Every woman wants 
a Classic—and she can have 
one. Easy to sell—easy to 
install—and a good profit for 


CHICAGO ™ 


The Chicago Faucet Cc. 


2700-22 N. Crawford Ave. 
Chicago, Ill. 


































Patent Plumbing Specialties 


Duo-Jet Closets and Flush 
Valves; Urinals, Self-closing 
Cocks; Liquid Soap Fixtures; 
Drinking Fountains, etc. 


Send for our Catalog 


IMPERIAL BRASS MANUFACTURING CO. 


510 S. Racine Ave. CHICAGO, ILL. 
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Automatic Gas Water Heater 


Unequalled for — 
1. Convenience. 
2. Length of Service. 
3. Safety. 
4. Economy. 


The more you know about 
Humphrey, the easier it is to 
sell. Write for full information. 


Humphrey Company 
(Dio. Ruud Mfg. Co.) 
Type “A” Kalamazoo -i- Michigan 
















































‘THE LEAD RING IS THE THING” 
Now Furnished Both Male and Female 


The American 


Waste Connection with 


Wi <= [ead Ground Joint Ring 


Saves Time, Money and 
Grief — Assures a Tight 
Joint. 


American Sanitary Mfg. Co. 


No. 753 : % 
Female Thread Abingdon - - Illinois 
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Lubricator Co., low net score above 100: Second special 
2 thermos bottles and leather case, for non-Detroiters only 
donated by the Michigan Trade Golf Association, won b 
F. McKinley, of Alert Pipe & Supply Co., net 73: Thir: 
special, one pair woolen golf stockings, donated by Mich 
igan Trade Golf Association, won by Charles Soderburg 
engineer, gross 88. 

First kicker prize, Baby Ben alarm clock, donated b) 
Michigan Trade Golf Association, won by Clarence Harvey 
of A. Harvey’s Sons Mfg. Co.; second kicker prize, pear! 
handle pocket knife, donated by Michigan Trade Golf 


| Association, won by Jas. Walker, W. A. Case & Son Mfg 


Company: Third kicker prize, golf belt, donated by Mich 
igan Trade Golf Association, won by John A. McDougal, ot 
United States Radiator Corporation. 





SEPTEMBER MEET OF THE NORTHERN OHIO TRADE 
GOLF CLUB 


The regular monthly tournament of the Northern Ohio 


Trade Golf Club was held Tuesday, September 29th, at 
Chagrin Valley Golf Club, with B. J. Greenough, R. M 
Stackhouse and Theodore Stueber acting as hosts. 


The meet was well attended and the weather ideal for 
golf. The course was in wonderful condition, although 

| rainy weather had threatened to affect it. 

President Charles Foster carried home the ‘Domestic 

| Engineering’’ cup with a net of 89. 


At the business meeting in the evening it was decided 


| to extend the membership, and changes were made in the 
| by-laws to make this possible. 


The next tournament will be the last one this season, 
and the officers of the club are making preparations for 
the biggest turnout of the year. 





AT THE EASTERN STATES EXPOSITION 
Among the exhibitors at the Eastern States Exposition 


| at Springfield, Massachusetts during the week of September 
| 21st to 26th were: The H. B. Smith Co., Holyoke Heater 


Co., Beaton & Cadwell Mfg. Co., American Saw & Mfg. Co., 
International Heater Co., Baird Machine Co. and C. § 
Mersick & Co. 





KOHLER CO. APPOINTS NEW SALESMEN 

Three new salesmen have been added to the New York 
City office of the Kohler Co., of Kohler, Wis. They are 
J. E. Russell, formerly with the J. L. Mott Iron Works; 
James Rafferty, formerly warehouse superintendent for 
the Kohler Co., and Oliver Van Ess. Mr. Russell will 
cover New Jersey territory, and Mr. Rafferty and Mr. Van 
Ess will cover New York City. 





LAUNCH SALES CAMPAIGN ON GAS WATER HEATERS 


Detroit Range Boiler & Steel Barrel Co., Detroit, Mich., 
has taken over the sale of the gas water heater manu 
factured by Dunham Co., Berea, O. A sales campaign 
has been started, the policy being to sell through the 
jobber and including intensive missionary work among 
the master plumbers in order to introduce it. For the 
latter purpose, Thomas M. Stinson, western manager for 
Detroit Range Boiler & Steel Barrel Co., with offices in 
the Straus building, Chicago, has just taken on Edwin 
Retschke, Royce L. Parker and Wm. Mungovan to call on 
the trade in the Chicago territory showing the new heater 
E. B. Wilson, sales manager of Dunham Co., has recentl) 


| been in Chicago twice, conferring with Mr. Stinson and 
| helping to get the selling campaign started. 


| Enid, Okla., is erecting a 75x110 ft. steel frame buildin: 








The Miller Boiler & Tank Co., 711 East Elm street 
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Improved Steam Radiator Valve 


Decidedly new in design, and you will 
notice that the handle is of the mush- 
room type made of a non-heating fiber 
composition which is proving very 
popular with the trade. 

















A sturdy blue chipped steel screw 
securely fastens the handle to the 
stem. 


Every Capitol valve is made of a 
high grade steam metal composition, 
carefully machined, assembled and 
tested before shipment. Guaranteed 
against imperfect workmanship and 
materials. 


Eliminate customer complaints by 
using Capitol Brass Goods of quality 
on all your jobs. Catalog sent on 
request. 





No. 41 Steam Valve 


CAPITOL BRASS WORKS 


2300 Franklin Street 


=—=DETROIT, MICH: 
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“GOLD NUGGET” 


BRASS FERRULES 


The manufacture of quality brase 
ferrules ie a specialty wite us. If 
you want togive your trade high 
grade accurately made and nicely 
finished goods etandardisze onthe 
Richmond Line. Our large ware 
house stocksand unercelled ship- 
ping focilitics makes trading with 


use tory pr 
RICHMOND 
Foundry &Manutacturing Ceo. 
RICHMOND, VIRGINIA 








Valves and Fittings 


The big Kennedy line covers a total of 
over 4600 different types and sizes, in- 
cluding globe, gate, angle, check and 
radiator valves of every type and size, 
and a complete line of malleable iron and 
brass pipe fittings. 

All of these types are described and listed 
in the Kennedy Catalog. 


Send for a copy. 


The Kennedy Valve Mfg. Co. 


Elmira, N. Y. 
Boston New York Chicago San Francisco 
El Paso Salt Lake City Seattle Philadelphia 
ansas City Los Angeles 


When Ordering Valves 
—Say “HAMMOND” 


PRR RRRERERERCROGCC ROR SSS 5 5 en aE 











You will find them stronger and 
more carefully made than the 
ordinary radiator valve, yet priced 
low enough to be used on almost 
any installation. Your jobber will 
be glad to furnish you with HAM 
MOND Valves for all steam and 
hot water radiation purposes 





HAMMOND BRASS WORKS 


Hammond Indiana 


AN ARNAM 


SHEET COVERED 


White Seat 


Combines superlative beauty with 
the highest degree of sanitation —the 
finest white seat it.is possible to 
produce 


VAN ARNAM MFG. CO 


SRD 
PACD 
hd MD SD SD DON, 
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Personal Mention 


Theodore Ahrens, president of the Standard Sanitary 
Mfg. Company, departed from Los Angeles for Pittsburgh, 
Pa., on October 2, after a month’s stay on the Pacific 
Coast, during which he handled the arrangements for the 


taking over of the Pacific Sanitary Manufacturing Com- 
pany, of Richmond, Calif. 
(, E. Burnett, president of The Duro Pump & Manu 


facturing Co., Dayton, Ohio, and W. J. Lantz, western sales 
manager, are making a trip through the western half of 
the United States holding conferences and conventions at 
H. I. Field, eastern 
sales manager, is covering the East in the same manner 


the company’s various branch offices. 


Francis J. Baker, president of the George H. Tay Co 
of San Calif., 
trip through the Eastern jobbing centers. 


Paul Steck, of the Paul Steck Co., Oakland, Calif., has 


Francisco, has returned from an extensive 


returned from southern California where he visited the 
| trade for several weeks. 
H. J. Reeves, formerly with W. G. Cornell Co., Long 


| 


companies 


Island City, N. Y., is now with the Peerless Unit Ventila- 


tion Co., Ine., Long Island City. Mr. Reeves, who is 
covering New England territory for the company, has 
established offices at Room 233, 196 Worthington street 


Springfield, Mass 


H. W. Coleman, formerly a salesman for the Brooklyn 
branch of Crane Company, at 249 Willoughby street, has 
been appointed assistant manager, 
H. Ellis, Jr., resigned. T. H. 
continues as branch 


branch to succeed E 


who recently Dawson, Jr 
manager. 
R. Ward Hillman, general sales manager of the United 
Detroit, Mich., 
ness trip to Philadelphia and other eastern trade centers 
"an Re 
assumed the position of man- 
ager of sales promotion for 
the Uniflow & Manu- 
facturing Dayton, 
Ohio, number of 
years’ experience not only in 
selling but in the manufac- 
turing branches of several 
Mr. Davis will 
the larger of 
his time traveling and work- 
He has 
training in 
sales promo- 


States Radiator Corporation, is on a busi- 


Davis, who has 


Pump 
Company, 


has had a 


spend portion 
ing with the jobbers. 
had a thorough 
advertising and 
work, his 





combined ex- 
uniting qualify 
helping 
jobbers and 


tion 


perience to 


Davis 


him in representa- 
of managers 


working out plans and methods of 


tives of pump departments ir 


increasing their sales 

Frank F. Smith has been appointed West Philadelphia 
representative for the United States Radiator Corporation 
of Detroit, Mich He Wise 
signed enter real business 


has re 
Florida 


succeeds J. C. who 


to the estate in 

William EF. Clauson, 2491 Chestnut street, Philadelphia 
has been appointed sales representative for the J. KR. 5 
Co., Inc., of New York City. Mr. Clauson 


will cover Pennsylvania, Maryland and Virginia. 


Specialties Mfg 


Charles J. Vernay, formerly with Crane Co.'s branch at 
Jersey City, N. J., has joined the sales force of the 
Federal-Huber Company, of Chicago, and will act as 
New York City representative for this concern, with offices 
303, 30 Church street 


in Room 
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built on 


The I & M Plant 


a foundation of fair dealing 









Uniform Quality 


in any merchandise is a char- 
acteristic which enables the 
purchaser to order with com- 
plete confidence. During the 
past 35 years, the I (& M Line 
of Plumbing Tubular Brass 
Goods has met every phase of 
competition, every fluctuation 
in the price of raw materials, 
every development in man- 
ufacturing methods with one 
inflexible standard— uniform 


quality. 


The Ireland & 
Matthews Mfg. Co. 


1500 Beard Avenue Detroit, Mich. 
REPRESENTATIVES 


The 1 & M Bead used 
on all tube traps 
One piece of meta! 
absolutely leak 
proot—-rubber wash 
er cannot get out of 
place 








R. C. Wilson... 5 E. 42nd St., New York City 
m. ©. WHeem...... 261 Franklin St., Boston, Mass 
W. D. Armstrong. ... Hotel Morrison, Chicago, III. 
R. E. Cramsie, 203 Reliance Bldg., Kansas City, Mo. 
Wm. P. Horn Co., Rialto Bldg., San Francisco, Cal. 
Wm. P. Horn Co., L. C. Smith Bldg., Seattle, Wash. 
Wm. P. Horn Co... .Wilcox Bldg., Los Angeles, Cal. 
P. C. Abbott Co. Richmond, Va 
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VERY woman 

wants a swing 
nozzle fixture over her 
sinkand Speakman sink 
fixtures are being ad- 
vertised nationally to 
a million women in 
Good Housekeeping 
alone. 


re SPEAKMAN COMPANY 
_ WILMINGTON DELAWARE 
SPEAKMAN SHOWERS 


AND FIXTURES 


MOORE 

Adjustable Pressed Steel 
RADIATOR 
HANGERS 


are positively the strongest ever 
made, they have an unusually 
wide range of adjustment—5 
inches vertically and 214 inches 
horizontally. 


Your jobber has them. 


CARTY & MOORE ENG. CO. 
611 W. Larned St. 
DETROIT MICHIGAN 


Type of 
hanger for 
single or 
double wall 
radiators 
hung from 
bottom 
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Panna SEeeeert 
+ te 
i] A Real Vacuum Valve |: 
+ , 
a The O-E Improved Air Exhauster and Vacuum Valve £ 
+ with the O-E Patent Return Fitting and O-E Packless <. 
+ Graduated Valve forms a positive and flexible Vapor- + 
4. Vacuum-Pressure Heating System which is the last ¢ 
; word in simplicity and economy. £ 
¢ Write for Bulletin “‘A’’ 4. 
a ote 
t O-E Specialty ~ Mfg. Company + 
ee ee Sennen 














10 Keefe Ave. Milwaukee, Wis. 
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WATER HEATERS 


“a 





Sold only through plumbers. 


Cansdian Distributor Serllot Heater Co. 
Riley Eng. & Supely Co., Led. iW 
-anada 


Toronto, 


1 
DETROIT, MICH. 
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Leavitt J. Bulkley has been elected secretary and treas- 
urer of the Commonwealth Brass Corporation, Detroit, 
Mich., taking up his active association with the company 
on Oct. 1 

M. J. Anderson, who has been showroom manager for 
the Standard Sanitary Manufacturing Company's Phila- 
delphia branch, has just been made manager of the New 
York City showroom at 18 East Forty-Fifth street, suc- 
ceeding Lee Wainwright, who resigned to enter the the 
atrical business. 

Murray Milliken, well known to the trade in New York 
and New connection with 
J. L. Stulsaft, manufacturers’ representative, has just re- 
turned to New York City after two months at Stamford, 
N. Y 


diseases. 


Jersey territories, due to his 


, where he successfully battled a complication of lung 


William Henderson, 210 East Forty-fifth street, New 
York, has just been appointed by the Carty & Moore 
Engineering Co., Detroit, Mich., to handle its radiator 


hanger in the Greater New York district. 

R. S. Grogan, general manager of the Chicago Granitine 
Mfg. Co., of Chicago, was married in St. Louis, Mo., on 
September 30th, to Miss Genevieve A. Travers. Mr. and 
Mrs. Grogan are now enjoying a wedding trip in the East. 

T. M. Stack, Jr., for several years with the Dallas, Tex., 
branch of the Wolff Manufacturing Corporation, has been 
manager of the new supply 
house that the Wolff Corporation is soon to open in New 


appointed assistant branch 
Orleans. La His experience with this company and his 
of the trade fit 


duties, in which he will be under A. N. Sweeney, manager. 


knowledge him well to take over his new 
Mr. Stack is now making preparations to move his home 
from Dallas to New Orleans, where he and his wife will 
reside 

Colonel W. G. Archer, of the National Trade Extension 
tureau, will be the main speaker at the regular monthly 
dinner meeting of the Association of Plumbing and Heat- 
ing Salesmen, New York No. 2, to be held at the Hotel 
Martinique, New York City, the evening of October 15. 
Delegates to the of salesmen will 


national convention 


also be elected at this meeting. 

Edwin S. Stott, of San Francisco, Calif., formerly assist- 
ant manager of the San Francisco branch of the American 
recently in charge of the San 
Francisco office of Foster Anderson and Co., Inc., has been 
and formed 
Radio Entertainments Corporation of San Francisco. The 
will its broadcasting station, K.F.W.L, 
with appropriate ceremonies on Sunday evening, November 
1, at Schumann-Heink will deliver 


Radiator Co., and more 


elected vice-president director of the newly 


corporation open 


which time Madame 





L. J. Pitcher, F. B. Hackett, winner of morning qualifying 
round, and W. T. Walters, all of Chicago, at the Park Ridge 
Tournament of the Western Trade Golf Association 
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(Steam Sectional Type) 


“I chose INTERNATIONAL Economy Boilers 
to sell to my customers because they have individual 
refinements that make them distinctively efficient 
heating units and give my salesmen something 
more to sell than just boilers.” 


That’s another INTERNATIONAL 


dealer speaking —one who has been selling 
EcoNoMy Boilers for years. 


His boiler customers are satisfied users of 
good heaters that secure the maximum of heat 
contained in fuel. 


INTERNATIONAL HEATER Company 
@ UTICA, NEW YORK 


Branches and Warehouses at: 
NEW YORK CHICAGO CLEVELAND DETROIT NASHUA, N. H. 
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THINGS TO TELL YOUR CUSTOMERS ABOUT TRANEPUMPs 











A perfectly rigid 
oundation 


Tell them: 


“Note the thickness of the base on 
this small Trane centrifugal pump. 


‘“‘No wonder the outfit is strong and 
durable. 


“No wonder the pump and motor 
never get out of line. 


“No wonder there isn’t appreciable 
vibration. 


“No wonder these bases do not 
crack when anchor bolts are tight- 
ened. 


“Trane pump bases are made of best 
grade seasoned close grained cast 
iron—a perfectly rigid foundation. 
Ribs and reinforcement are added 
on the larger styles. Everything is 
done that can be done to keep Trane 
pumps right where they belong—in 
Class A.”’ 


This feature applies to all small 
Trane centrifugal pumps—condensa- 
tion, circulating, booster, and the 
water end of Trane Vacuum Pumps. 
See Trane Bulletin 20. 


THE TRANE COMPANY, 204 cameronave LACROSSE. WIS 


THREE DOZEN BRANCHES IN U.S, CANADA. JAPAN AND CHINA 


MANUFACTURERS OF HEATING SPECIALTIES 
USING THE GENUINE TRANE BELLOWS. AND 


TRANE PUMPS 


CONDENSATION—CIRCULATING—BOOSTER—VACUUM 
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the dedicatory address and render several vocal selections 
The new station will be one of the most powerful on the 
coast and will broadcast on a wave length of 220 meteps. 

DPD. D. Reed has been transferred from Detroit to take 
up the position of manager of the Indianapolis, Ind., 
branch of the Standard Sanitary Mfg. Co. In Detroit, 
Mr. Reed had been active in organizing a jobbers’ bowling 
league and also the Detroit Association of Plumbing and 
Heating Salesmen. He was president of both organiza 
tions 


M. E. Anbinger, of the Milwaukee Valve Company, Mil 


waukee, Wis., has just returned from a three-weeks’ tour 
| of the East, during which he made a close study of busi- 
| 

| ness conditions. 


New Trade 








| be gained from the headings of the 


Literature 


Kewance Boiler Company's Broadside 

The Kewanee Boiler Company, of Kewanee, IIL, is dis 
tributing a broadside illustrating the Indiana State Sol- 
diers’ Home, Lafayette, Ind., where sixty-eight build 
ings are heated from one central heating plant by four 
Kewanee smokeless firebox boilers. A plan of the grounds 
is also shown and modern heating is contrasted with the 
Indians’ campfires which formerly occupied the ground 
near the Soldiers’ Home. 

“Why I Am Proud of My Bathroom” 

A dealer help in the form of a ten-page booklet illus 
trated in colors is being distributed by the Van Arnam 
Mfg. Co., of Fort Wayne, Ind. ‘‘Why I am Proud of My 
Bathroom” is the title of the booklet which stresses the 
fact that the installation of a white toilet seat means 
an improved appearance of the bathroom and a safeguard 
to health. 

Woodward-Wanger Co.'s Catalog 

Woodward-Wanger Co., of Philadelphia, has just is- 
sued its new loose-leaf catalog of plumbing specialties. 
The catalog consists of 452 pages printed in two colors 
on highly glazed paper and bound in a handsomely em- 
bossed cover of good grade fabricoid. Approximately 
seven thousand items are included and 
each page contains many illustrations 
of the various lines listed. Some 
idea of the scope of the catalog may 


Aubdavaed WaracrC 
We teegh hl ddehpbia: Ps ‘J 


eight principal sections, which are as 
follows: Rubber, leather and fiber 
specialties; small brass goods, repair 
parts, and heating specialties; tubular 
brass plumbing material; 








and cast 


showers, shower accessories and built-in tub fixtures; 


closet seats; plumbers’ tools; plumbers’ cabinets, shelving 
and shop equipment. A fourteen-page index aids in locat- 
ing the various items listed under the above headings. In- 
structions are given for ordering by mail, and the con- 
venient arrangement of the various items should be of as- 
sistance to plumbers in ordering. An illustration of the 
catalog is shown herewith. 
United Steam Jet Ash Conveyors 
“Material Design and Construction of United Steam Jet 


| Conveyors” is the title of a 24-page bulletin just issued by 


the United Conveyor Corporation, of Chicago. This bul 


| letin deals with the design, construction and installation 


| plants, architects and consulting engineers 


of steam jet ash conveyors, and has been specially writ 
ten for the operating engineer and manager of power 
Problems in 
volved in the handling of ashes and soot by means of 
the steam jet and methods of minimizing steam consump 


tion and maintenance are discussed. 
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Vent Valves that Make 


Radiators Warm Up Quickly 


O ONE can expect a low pressure steam heating system to function properly if 








No. 527 





No. 410 





No. 510 


there is unvented air in radiators or piping. 


It is bound to hold back the 


steam. Small, weak air valves may work for a time, but they are sure to cease 


functioning soon. 


A vent valve to function properly and last must have a strong thermostat and one 


that is flexible and has a large extent of movement. 
valves all contain the Sylphon bellows as thermostat. 


The Sylphon line of vent 
Known to heating experts 


as the most flexible, yet durable, expansion element in existence. Specify these 
valves and you assure a properly vented heating system for all time. 





No. 536 Sylphon Radiator Air Valve. Large orifice assures free venting of air. Large 
buoyant bell float prevents escape of water of condensation. Large strong Sylphon 
bellows guarantees positive closing against escape of steam. Radiator connection 
'y-inch iron pipe size. 1 %4-inch in diameter by 3 inches high. List price $2.00. 


No. 527 Sylphon Quick Vent Valve. Installed on mains and risers on ends of long runs 
of pipe will positively vent all air and help No. 536 to produce hot radiators with sur- 
prising quickness. Contains large Sylphon bellows. Orifice ys inch in diameter. 
Valve connection % inch pipe thread. 24%, inches in diameter by 34%, inches high 
List price $3.00. 


No. 410 Sylphon Air Line Valve. Installed on the radiators of air-line systems, will 
positively and silently expel air and condensation, but close against steam escape 
Contains strong Sylphon bellows with large movement. Ruggedly constructed. All 
parts are cast brass. List price $4.50. 


No. 510 Sylphon Quick Vent Valve for primary coils. Vents air from large heating 
coils used in stacks and in indirect heating with blowers where low pressure steam is 
used. Contains a powerful Sylphon bellows. Vent port % inch in diameter. Con- 
nection %% inch pipe size. 1 y¥g inches in diameter by 24%, inches high. List price $3.00. 








Every genuine Sylphon 
bellows is drawn and 
formed seamless from a 
flat sheet of specially pre- 
pared metal, with folds or 
corrugations formed to 
provide the greatest 
strength and flexibility. 


Ask for Bulletin KAV 


ay 


This can be dome hundreds of thousands 
of times - 
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Diagrammatic cut shows extreme sens- 
itiveness and extent of movement of the 
Sylphon bellows used as thermostatic 
element in all Sylphon heating specialties 


Breakdown, so common 
with the ordinary type of 
thermostat is eliminated. 
for neither years of con- 
stant use nor the powerful 
action of steam weaken 
the Sylphon bellows. 


THE FULTON COMPANY KNOXVILLE, TENN. 


ORIGINATORS AND PATENTEES OF THE SYLPHON BELLOWS 
Sales Offices in: NEW YORK, CHICAGO, DETROIT, BOSTON, PHILADELPHIA 


and all the principal cities in U, S. 


Edropean Representatives: Crosby Valve & Engineering Co., Ltd., 4142 Foley Street, London, W. I. England 
Canadian Representatives: Darling Bros., Ltd., 120 Prince Street, Montreal, Canada. 
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Positive Afterfill 


Regulating Screw 
—_ 










Economical 
One-inch Inlet 


Users of this valve recommend 
it without restrictions. 


s 











th.» neck — 

\Cathing Average 
The first ones made 
are still in use. 











Since 1915 Martin Portable Vise 
Stands have been giving day in 
and day out service because they 
are simply and ruggedly built 
with nothing to break or get out 
of order. 


MARTIN’ rif. 


Furnished with or without legs. Save 
express charges and reduce the price by 
cutting legs out of old pipe. Sockets in 
head are open at both ends—no chance 
for dirt to lodge and waste time trying 
to insert legs. 






10 Days’ 
Free Trial 


Any plumber can 
sell a Martin to 
himself at our ex- 
pense. Write for 
our free trial offer. 











H. P. MARTIN & SONS, 626 E. 2nd St., Owen: boro, Ky. 

















Speed, Safety 
Durability 


That's what you get in a No. 66 Turner 
Plumber's Furnace ats 50 years’ experi 
ence was given full swing in designing this 
Furnace —without an equal because its features 
are patented. Special Bronze Burner that 
gasifies present-day kerosene or gasoline per- 
fectly. Bronze spider supports the uprights 
climinating leaks from studs or numerous 
openings—only two openings in tank, No coils 
to burn out or clog. a oemmale Safety Valve— 










nebo it can't explode. FEARLESSLY GUARAN- 
ity 7 TEED 
Pints. 


Your jobber will supply you. 
New catalog of Fire Pots and Biotorches on request 


THE TURNER BRASS WORKS 


LINCOLN STREET SYCAMORE, ILLINOIS 
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Talking Points About the Myers Line } 
A ninety-six page booklet, “‘Pointers on Myers Pro. 
ducts,"” has just been issued by the F. E. Myers & Bro 
Company, of Ashland, Ohio “Dealers Opportunities jp 
Pump Trade”’ is the subject of the first part of this booklet 
The various types of Myers pumps are then listed, and 
talking points about each feature of the pumps are get 
forth. 
Orr Oi Burner 
Orr Engineering Corporation, of New York City. hag 
issued a small folder illustrating and describing its ojj 
burner In addition to information about the company's 
burner, the advantages of oil as fuel are set forth. 




















October 7, 1905. 
Hanley-Casey Company, of Chicago, has started work on 
the extensive plumbing installation on the grounds of the 


Jamestown Exposition This contract includes approxi 
mately four miles of surface and ground water drains, two 
miles of cast iron water pipe, four and one-half miles of 
sewers, as well as pump wells, flush tanks, etc. 80,000 ft 
of tile pipe will be used in the laying of the storm water 
drains and surface drains alone 
1905 
Despite the threatening appearance of 
morning of Sunday last 
of the 


‘leasure Club, Chicago, 


the sky on the 
considerably more than half the 
Side Master 
hand for the 
The 
to Essex Corners was made by train and trolley 
at Waiting to 
carry the excursionists to Breyer’s Grove, where the party 


invited guests North and Northwest 


Plumbers’ were on 


second and last picnic of the organization this season 
journey 


car, and Essex Corners hay wagons were 


was entertained by Charles C. Breyer and family. Luncheon 





was served under the trees and after a pleasant day the 
party returned in the early evening. 
1905 — 

1 new plumbing ordinance has been prepared for Cle: 
land, Ohio. It is now in the hands of the printer, and a 
soon as tt ts completed, tt will be turned over to the council 
and the board of health 

1905——_—_ 
The New York Trade School, Sixty-Seventh street and 
First avenue, New York, began its twenty-fifth year on 


Monday evening, October 2, when its evening classes were 


opened. Evening classes in the plumbing department 
opened with an enrollment of 240, with many on the 
waiting list. 
-- 1905——-———- 
The board of health of South Orange, N. J., ts at wor 
upon a new sanitary code and has invited the local ma 


plumbers to make suggestions 
1905 
which has been pending in the 
general council of Louisville, Ky., for the past six months 
has been indefinitely postponed. * 
> 1905 = 

The West Side Young Men’s Christian Association, New 
York City, is organizing a series of classes in estimating 
the 


The plumbing ordinance 


which are intended to be of interest to voung men in 


building trades 
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ANACONDA 
BRASS PIPE 


is Guaranteed 


NACONDA BRASS PIPE is 
guaranteed physically perfect 
and structurally sound by the 


* world’s largest manufacturers of 
ANACONDA . | 


from mine te cohsumer Copper, Brass and Bronze. 


. 
—— wase 


This assurance of dependable ser- 
vice is the result of improved meth- 
ods of manufacture, backed by a 
rigorous system of inspection. No 
pipe is permitted to leave our mills 
until its freedom from defects has 
been demonstrated in tests exceed- 
ing those of actual service. 


Anaconda Brass Pipe is made from 
Anaconda mined and refined met- 
als of highest quality. It is perma- 
nently identified by the Anaconda 
Trade Mark rolled in every length. 


THE AMERICAN BRASS COMPANY 


GENERAL OFFICES: WATERBURY, CONNECTICUT 


New York, Chicago, Boston Mills and Factories 
Philadelphia, Providence, Pittsburgh ANA ONDA Ansonia, Conn. Torrington, Conn. 
Cleveland, Detroit, Cincinnati from mine to consumer Wate on sury, Conn., Buffalo, N. Y 

St. Louis, | New Orleans, © San Francisco Ce Hastings-on-Huc rte yn, N.Y., Kenosha, Wis. 
In Canada: ANACONDA AMERICAN BRASS LIMITED, NEW TORONTO, ONTARIO 

















Mention Domestic ENGINEERING when writing advertisers 
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Follow Up! 


HATCHER is plowing the ground for you with an 
intensive national advertising campaign. Follow up 
your prospects —-a little effort will turn them into 
buyers. Get them signed up before the cold weather 
starts. No matter how busy you are, there's always 
time to make extra sales and add to your profits. We 


21 W. 44th St. 
New York, N. Y. Since 1850 


39-41 St. Francis St., NEWARK, N. J. 


THATCHER 


ENGINEERING 


? 
1 
| CLEA 























341 N. Clark St. 





BOILERS-FURNACES-RANGES: 


Mention DomMEstTic ENGINEERING 


when writing advertisers, 








are always glad to cooperate with you in boosting busi- 
ness in your locality 


Send in the coupon at once for full information on how 
we give you valuable help in making sales. Act today - 
while there's still time 


THE ,THATCHER COMPANY 


Formerly Thatcher Furnace Co. 








Thatcher Round 
Boilers are conser- 
vatively rated on 
the basis of main- 
taining a constant 
temperature of 70 
degrees in zero 


ing is necessary. 





The Thatcher Company, 
39-41 St. Francis St., 


Please send me your 
Catalog and full details about your 
Sales Helps for Dealers 
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CHICAGO 


has been 


Business in good volume for a number 


weeks and, though there is a falling off now in the amount 


of new work appearing on the market, finishing require 


ments for plumbing and demands of the heating trade 
are maintaining jobbers’ sales at very nearly as high a 
level as earlier in the season $y now jobbers’ specifica 


tions are largely in for their current and nearby require 


ments, and manufacturers’ activities are mainly devoted 


to shipping against releases, interspersed in many cases 
with new orders for small-sized fill-in lots At the same 
time, known needs for some weeks to come assure a 
sustained call of substantial proportions for most com 
modities. 

In some branches of the building trades, a slight lull 


has been felt as finishing-up work has been 


and new fall projects have not gotten well started 


completed 
Some 
Chicago plumbing contractors whose work has been largely 
residential that was to be ready for October rental 
laid off some of their men in the last few days. But work 
is pretty well spread out and there are other contractors 
whose operations have required taking on more men 


have 


in 
the last few days. Prices at which jobs are being let 
reflect less cutting than earlier in-the year- at least, to 
the extent that some contractors who would not touch 
work earlier at the figures then necessary to get it are 
finishing the year with a nice volume of contracts 
Deliveries of lumber from the wholesale yards held up 
in good volume during the week, though some dealers 


reported a little slowing up in new 
of cement were heavy, also. 


business Shipments 
Pig iron sales and shipments 
established new high marks in September. Thus, various 
the 


position 


commodities, activities in which might indicate 


of plumbing and heating, show a healthy 


trend 


of 


Prices of 


during 


plumbing and heating supplies 


the 


manufacturers otf 


were 


changed the week Jobbers re port receipt 


price withdrawals recently from several 


brass goods, but 
be 


Range 


been made, as f 


the 


no general change has ar 


as can learned in interviews during last 


pipe 
the 


few davs 


boilers, soil and boilers and radiators have 


la 


enameled w 


increased in price in several week Steel pipe 


wrought iron pipe and are have not changed 


in practically two years Bra goods and pottery are 


two commodities whose prices have fluctuated during the 


Veg but been unchanged 


Soil Pipe 


il which have for some time 


With 
and 


hey 
order 


stocks, taken at 
still filed 
soil pipe 


time to 


fairly VV 


in former low price 


with with manufacturers to check 


against, jobbers’ requirements are pretty well 


the 


reaching 


taken care of for some come Under cireum 


stances, practically no new business i foundri 


Jobbers’ calls for shipment trom foundries are fairly i 


their sale to 
holes 


foundry 


however, and 
There 


moving 


sistent master plumbers 
be filled 


warehou 


are 


always to When tock 


local 


business 


good are 


are and are doing a 


good pick-up Foundry prices are unchanged 


Jobbers' fairly steady, although. according to 


he 
Steel Pipe 


prices are 


reports, concessions can obtained 


Consumption needs are keeping jobbers’ stocks moving 
in substantial volume, and mills continue to receive 
steady stream of orders marked for quick shipment. Job 
bers are maintaining working stocks of ample size and are 
taking care of the master plumbers’ and heating contrac 
tors’ demands in satisfactory manner Mill shipments are 
not prompt, but delays are slight and are causing ne 
embarrassment Prices are firm and unchanged 

Wrought Tron Pipe 

Shipments against orders placed for specified jobs are 

keeping a good tonnage of wrought iron pipe rolling into 





NENERAL consumption of plumbing and heat- 

J ing commodities continues in good volume, but, 
in some directions, is beginning to taper off as the 
season for certain types of building draws to a close 
While roughing-in material is still in good demand, 
the call at present runs more to finishing fixtures. 
Heating work is extremely active, all engaged in this 
line being very busy. The season is productive of 
considerable alteration and jobbing work as well. 

\ll manufacturers are busy turning out goods fast 
enough to meet the insistent demands for shipment 
by jobbers. New buying, however, is relatively quiet 
in comparison to the business placed earlier, against 


which releases are now being given. In general, job 





TRADE IS BUSY ON 


FINISHING WORK 


bers are keeping pace with their customers’ require 


ments by securing quick shipments from factories as 


needed and maintaining only minimum working 
stocks 

Prices of brass goods are claiming attention thi 
week. Some manufacturers have withdrawn price 
and. in some sections of the country, occasional ad 
vances have been announced recently. Prices ot range 
boilers. sol pip and boilers and radiators are stead 
at the recent advances. Makers’ prices of steel pipe, 
wrought iron pipe and enameled ware have been un 
changed for practically two year Pottery prices 


fluctuated during the vear, but have not changed 


May 


have 


since last 
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Chicago from the mills, but current business has fallen 
off from that of July and August. 
activity for this time of year is reported by mill repre- 


However, a normal 


sentatives, with deliveries prompt and prices unchanged 
Enameled Ware 

One large company reports a comparatively quiet week, 
but, in general, enameled ware sales of both manufac- 
turer and jobber are well sustained Master plumbers’ 
finishing requirements account for a steady demand on 
the jobber, and stocks in Chicago are low Factory ship- 
ments continue anywhere from 3 weeks to 45 days behind, 
Prices are firm and unchanged 


Pottery 


according to schedules 


Jobbers’ sales are continuing in good volume and their 
stocks are, as a rule, adequate to meet the demands of 
the master plumber satisfactorily. Current business re- 
ceived by manufacturers is mainly for fill-ins, with old 
orders forming the bulk of busine on hand and keeping 
potteries busy to make shipments. Jobbers have to press 
for delivery in many cases to assure a supply for their 
requirements, but, as a whole, there is sufficient pottery 
available for the season's needs Prices are unchanged 

Range Boilers 

Shipments against old orders dwindled during the week 
to a point where many manufacturers are now finishing 
their lists Last week was still active, although car load 
Jots were not so numerous as billings of odds and ends to 


clean up specifications There has been practically no 
buying at the new market that went into effect Septem 
ber 15, 


Some factories 


jobbers’ requirements being well taken care of. 
report that they are still behind on their 
shipments and are keeping busy in an effort to catch up 
Jobbers’ sales are in moderate volume. 


‘ 


Plumbers’ Brass Goods 


The business situation points to a movement of tubular 
brass goods that is in line with that of related commodi- 
ties, but reports picked up from Chicago representatives 
state that fill-in requirements constitute the bulk of job 
bers’ orders and that prices are highly competitive. Job 
bers’ stocks are fairly complete and many state that they 
have orders already in to guarantee adequate supplies 
for their customers’ needs. Their sales are in good vol- 
ume Activity in cast brass goods has little to hold it 
back, according to reports Manufacturers are doing a 
good business, composed of current orders for quick de 
livery placed steadily and of shipments against specifica 
tions placed earlier 
Jobbers have received recently notices of withdrawals of 
prices from several manufacturers of both cast and tubular 
brass goods, including air cocks, gauges, ete., but no 
general change has been announced in this territory 
Boilers and Radiators 

October and November are big months in the boiler and 
radiator business, so manufacturers report that the past 
few days have kept them busy. The recent advance in 
prices resulted in a slight spurt in orders, but, generally 
speaking, demand continues at a high level due to actual 
consumption needs. Jobbers state that heating contrac 
tors are keeping them rushed in delivering heating mate 
rial. The supply situation among manufacturers is in 
good shape, and there is very little delay in meeting 
specification dates. 


NEW YORK 


A satisfactory level of operations continues in prac 
tically all plumbing and heating lines in the New York 
territory, with volume of sales reported by many as above 
the normal for early October, and with prices firming. 


I NGINEERING 


Deliveries are reasonably prompt., 


October 1\), 1925 


For instance, several manufacturers have announced 
a withdrawal of prices on radiator valves. Brass soods, 
in general, show an upward trend, according to reports, 

Soil Pipe 

Current orders are light, but jobbers are releasing 
shipments against old contracts steadily. Wholesale stocks 
are fairly large, but are being lowered at good spced, as 
the call from master plumbers appears active. Prices 
have not changed 

Steel Pipe 

Satisfactory demand is noted by the mills, with one 
large concern reporting an insistent call from the jobbers 
Distributors’ stocks are not large, and prac- 
Makers are 


they serve. 
tically all orders are for immediate delivery. 
able to make prompt shipments, as a rule. 
Wrought Iron Pipe 

Spotty demand is reported, with wholesalers ordering 
principally for direct shipment to jobs. Except for big 
contracts of this kind, jobbers are selling little wrought 
iron pipe Mill prices are firm. 

Enameled Ware 

Many wholesalers report trouble in keeping their stocks 
in shape, with an insistent demand coming from master 
plumbers, and 30 days needed by most manufacturers to 
Prices are unchanged. 

Pottery 

Conflicting reports are received from the potteries, on 


ship staple ware. 


representative telling of heavy shipments on old orders 
another of a fairly brisk demand, and a third stating that 
current demand is slack. Prices have not changed. 
Range Boilers 

Few orders are being placed at the latest sheet, as 
wholesalers generally covered for the greater part of their 
requirements at the lower price. A fair amount of ship- 
ments against these old contracts is being made, jobbers 
in general appearing to have only fair stocks. No price 
changes have been reported. 

Plumbers’ Brass Goods 

Tubular salesmen are considerably more optimistic than 
they were 30 days ago, as they now find a better demand 
and a firmer price tone. Demand for cast brass is fairly 
active 

Boilers and Radiators 

There has been no slackening of the active demand 
reported a week ago. This demand includes shipments 
against contracts and new business in good volume. Prices 
have not changed. 


PHILADELPHIA 


Philadelphia continues active in all branches of the 
building industry, the September statement showing th 
permits issued during the month totalling over nine and @ 
half millions of dollars, the best September the city has 
experienced in the past ten years, excepting 1922. The in 
crease over September, 1924, is nearly $1,000,000. 

For the first nine months of the year there was an iD 
crease over the same period last year of 904 operations, 
totalling over $20,000,000. There is every indication 
that the total for 1925 will reach $150,000,000, the 
highest amount of building ever started in this city in any 
Dwelling construction is leading all other types of 
buildings by a wide margin, schools and garages following 


year. 


in the order named. 
Soil Pipe 
Foundries continue to report a rather slow demand, 
although wholesalers are selling a good quantity of soil 
pipe. Prices generally are unchanged. Deliveries can be 
made promptly. 
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Steel Pipe 
Business continues good for both makers and whole- 
salers. Jobbers’ stocks, while ample for immediate needs. 
are not heavy. Prices are unchanged. Deliveries can be 
made in good shape. 
Wrought Iron Pipe 
A disposition on the part of jobbers to order for October 














Armstrong Bros. 


PIPE CUTTERS 


and Cutter Wheels 










delivery Was noted the last day or so of the month, but All Kinds- Write for free 
dema! J has been rather sluggish following this spurt. All Sizes catalog 
Jobbers’ sales of this commodity have been moderate 

Deliveries are satisfactorily prompt. Prices are un- Equipped with Armstrong 


Bros. Improved Knife Blade 





changed ; Cutter Wheels made from 
Pottery ALLOY TOOL STEEL 
The potters’ business continues to be excellent, the 
splendid demand from the contractor for this ware keep- | ARMSTRONG BROS. TOOL Co. 
ing the wholesalers in the market. The larger portion 323.N. Francisco Ave. - Chicago, U. S. A. 











of the demand on the potteries continues to be for ship 








ment on old contracts, however. Prices remain firm 
and unchanged. Deliveries from most makers are rea- 
sonably prompt. 


Enameled Ware 
sjoth jobbers and makers continue to report an active PIERCE, BUTLER & 
demand. Wholesale stocks as a rule are fairly good, but PIERCE MFG CORP 
the rapid turnover causes many to press for early delivery. ° ® 
Except for some items, varying with different manu- Makers of 
facturers, deliveries can be made in three to four weeks 


Firm and unchanged manufacturers’ prices still prevail. GOooD BOILERS AND 


Range Boilers ? 
Current buying is slight, the greater portion of the RADIAT ORS 


demand upon manufacturers being specifications on con- 














: ’ BRANCHES IN ALL PRINCIPAL CITIES 
tracts placed at the former sheet prices. Wholesale stocks 


appear to be in good shape generally. Deliveries usually GENERAL OFFICES 
are prompt. 41 EAST 42nd STREET -:- -:- NEW YORK, N. Y: 
Plumbers’ Brass Goods 














The demand for cast brass continues to be better than 





that for tubular goods, with the reports shading from 


fair to excellent. Wholesale stocks are not heavy. Makers’ UNCONDITIONALLY GUARANTEED 


prices, While firmer than they were during the summer, » AR RO 
are still vacillating. No change in sheet prices has been W> 
announced. TRADE maRK 
Boilers and Radiators 

Only one manufacturer reports anything but excellent 
demand, this concern stating its volume is below that 
of a year ago. One maker states the recent advance 
stimulated call for boilers and radiation, but the general 
report is of unchanged demand. Deliveries are good. 


NEW ENGLAND PNEUMATIC—STORAGE—SPECIAL 


Practically all commodities are moving steadily in good Black or Galvanized 


volume, not quite as heavy, however, as has been the case The Novelty Steam Boiler Works Company 
Factory. 917-929 S. Howard Sr. Baltimore, Md 


rmm=aw 
NASP 











during the past month. The demand at present runs more 





to finishing material than to rough stock, although there 
isa strong and steady call for so-called roughing material 
yet. New construction is holding up well and a great 
amount of alteration and jobbing work is being done at 





present The great bulk of work, however, seems to be 
in the heating line in which all those engaged in this in- 
dustry are very busy New buying by jobbers is not heavy, 
yet manufacturers are all busy working on old business 
entered at previous low prices and apparently have all 
they can do to turn out goods fast enough to meet demand. 

Metals are strong and, generally speaking, prices are 
firm. The recent advance in soil pipe by one of the large 
foundries appears to have been followed by all of the 
others. The advance in boilers and radiation announced HEALY-RUFF CO. 
by one manufacturer has been followed by others and 770 Hampden Ave. 
many manufacturers of brass goods have already with- | ST. PAUL 8 
drawn prices. In the face of these advances, the fact that ' 
buying is still being done in good volume on both old and 


ADE in two styles. Either 


will take care of cny tyre 
of radiator. 
Wr: e for ALL the advantages 





Minn. 











x2 DOMESTIt 
new orders indicates that there is still a heavy demand 
for building materials encouraged by a continuous issue 
of building permits 
Soil Pipe 
Jobbers’ stocks appear to be in good shape to handle 
all orders received. Buying by both jobbers and the trade 


as a protective measure just prior to the advance was 
heavy and releases against these orders constitute the 
bulk of the business being done The demand by the 
trade is still good but shows a slight falling off from 
previous weeks Prices are firm and steady 
Steel Pipe 

Prices have not changed. The demand by master plumb 

ers and heating contractors accounts for a large quantity 


of material and jobbers are sending release notices steadily 


to the mills who are very busy filling all shortages in 


stocks Shipments are coming through in good 


jobbers’ 


shape, however Buying by jobbers is still mostly in les 


carload lots but in greater frequency 


Wrought Tron Pipe 


A small but steady demand on the jobber, with hi 
stocks being held at satisfactory working levels, is the 
story in this commodity Mills are enjoying a fair demand 
but not heavy Price have not changed 


Ware 
rated a heavy 


Little ad 


The demand on the jobber is with «a 


orresponding demand on the manufacturer 


vance buying is reported and it still seems to be the plan 
ofl iobber to buy Ireque ntly in assorted § lots to keep 
stocks at good levels rather than to buy heavily in antic 
ipation of needs \ large quantity of material is thus 
being moved and rush release requests from jobbers are 
becoming more frequent Manufacturers are keeping well 
abreast of staples so far and are shipping with satisfactory 
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Hot Water -- Sanitation 





Water Heater and 
Garbage Burner 


Made of heavy steel boiler plate, 
tested to 100 Ibs. hydrostatic 
pressure, and fitted with a gar- 
bage grate made of a double row 
of boiler tubing, through which 
the water to be heated is con- 
tinually passing. The fire box 
will hold sufficient fuel to main 
tain an even fire for ten hours 
without attention 


Write us for catalog 
showing the complete 
line of WILKS ater 
Heaters, Garbage Burn 
ers, Garage Heaters and 
Steel Tanks for every 
purpose 


PEE EE EO HOSEN SOKO OOOH KCCI OOOO 











S. WILKS MFG. CO. 

3517 Shields Ave., Chicago, III. 

Edwin W. Sedgwick Harry M — 
Sec. &F Treas 


President 
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Specials are coming through slowly and mus 
Prices are firm 


promnptlness. 
be anticipated to avoid delay 
Plumbers’ Brass Goods 

A very good movement of this commodity both to jo} 
bers and through them to the trade. Prices have stiffened 
considerably during the last two weeks and jobbers apr 
entering frequent release orders against old business a 
entering new orders at prices prior to recent ad 
The sale to the trade is in good volume and many 
full capacity in order ¢ 


well as 
vances 
facturers are again working at 
keep abreast of business on their books 
Pottery 

No price change Little new business is being entered 
with the manufacturer as heavy buying was done during 
the period of depressed prices earlier in the summer, and 
against account for most of the 
Manufacturers are being kept busy getting thes 
into the who are continuous) 


making requests for further releases in order to meet the 


releases these orders 
activity 
hands of jobbers 


2zo00ds 
demand from their trade 
Range Boilers 

The recent advance was responsible for a good business 
being with old prices. Little 
business has been entered, according to report, at the new 
prices since stocks in hands of jobbers was at that time 
all demand. Orders from the plumbing 
good volume passing through hands 
no difficulty in 


entered manufacturers at 


sufficient to meet 
trade account for a 


there is securing promp! 
desired 

Boilers and Radiators 
The recent advance in price has not affected the stead) 


Jobbers are moving great quan 


of jobbers but 


delivery when 


demand for this material. 


tities out of stock as well as on direct shipments, and 


manufacturers are shipping steadily in large lots as well as 


— 
“SHELLERITE” 


Unitized Construction 


furnishes the highest degree of sanitation 
and durability ever found in a toilet seat. 
“Shellerite’’ Seats are 100% germ and acid- 
proof, being made in one piece from a special 
hard rubber composition and are guaranteed 
against splitting, warping, or cracking for 
five years. 





Write us for circular showing 


six popular models—TODAY. 


SHELLER WOOD RIM MFG. 
CO., Inc. 
Portland aa 


Indiana 


CEE HOKE EK HOI KIO III 





Style No. 25-1 
































October 10, 1925 DOMESTIC ENGINEERING 


smaill-in order to keep warehouses at good working levels 
Business is very good with no apparent let-up in sight, as 
new as well as old or alteration work demands a vast 
amount of this class of material 


PACIFIC COAST 


Business generally has a favorable outlook. The volume 
of business done in September was, as a whole, satisfac- 
tory. There is nothing in Coast business to warrant ex 
treme optimism nor, on the other hand, is there any sign 
of pessimism, 

Taken as a whole, business has settled to a normal 
pace and prices generally are stable with very little evi 
dence of price cutting. 

Soil Pipe 

Soil pipe demand continues in steady volume. Jobbers 
as a rule, are carrying ample stocks to meet present and 
anticipated demands, Jobbers’ prices remain unchanged 

Steel Pipe 

While the gross volume of business done in steel pipe 
is good, it is divided among many distributors with the 
result that the individual firm's volume is not as large as 
might be expected under the circumstances The fact, 
however, of distributors’ prices holding firm, with very 
little evidence of price concession, is in itself a favorable 
indication of the stability of this commodity 

Enameled Ware 

Enameled ware demand may be said to be active, due 
to some extent, to the fact that the buildings on which 
operations were commenced in the early part of this vear 
are now ready to have material installed New business 
is being received at a moderate rate, and there is no 
speculative buying, orders being placed only for contracts 
actually signed 

Pottery 

Pottery shows very little change Distributors, as a 
rule, have ample stocks and prompt deliveries may be 
obtained on all staple items. Jobbers’ prices vary in the 
different jobbing centers due to local conditions, but, as 
a rule, are holding firm. 

Plumbers’ Brass Goods 

There is a sustained demand for both cast and tubular 
brass goods which gives every indication of continuing 
During the week notices of advance in prices by various 
Kastern manufacturers were received by the jobbing trade 
which, however, have not as vet been reflected in the job 
bers’ prices to the trade. 

Range Boilers 

Range boiler sales continue at a moderate rate and most 
distributors are keeping stocks in shape to meet present 
requirements. Jobbers’ prices remain unchanged 


The Metal Market 


Oct \verage Average Average 
6 Aug.,.1925 June, 1925 1924 
PIG IRON 
No. 2 Foundry, Chicago. 
FUPMACE ..ccsccccces Sol. 50 $20.00 $20.25 $22.15 
PLATES AND SHEETS 
Steel boiler plates, Pitts 
burgh, per Ib.... 1.80¢ 1.85¢ 1.95¢ “.1lic 
Blue annealed = sheets, 
Pittsburgh, per Ib 2.25c 2306 2.506 2.75 
Black sheets, Pittsburgh, 
per Ib are 3.106 ae ay ae sy » 606 
Galvanized sheets, Pitts 
burgh, per Ib. 20 1.20c' 4.25 1 75e¢ 


H. M. Jackson Co., Atlanta, Ga., has moved its office 
from 621 Forsyth building to 501 and 502 same building 














THE INCOMPARABLE 


EN SHOWERS 
- 


The Shower That Is Giving Con- 
tinuous Satisfactory Service in 
the Largest Shower Installations 
in the World. 











N. C. 1580 


A Shower, Bath Supply and Waste 
Fixture for installation in connection 
with the Built-in Bath Tub. The in- 
stallation for Residence or Apartment. 


THE NIEDECKEN MIXER is the supply 
control, note the ease of accessibility. 





Dial removed. * The only Cover removed, giving ac- 

toot saperee to take the ceas to valve disce and 
apart is a screw 

driver. seats. 





Replacing valve seats 


The few parts subject to wear can be readily replaced 
even after years of use, making THE NIEDECKEN 


MIXER,Everlasting. 
Write for Bulletin D. 10X 


HOFFMANN & BILLINGS, MFG.Co. 


MitLrwauUun « Ss. A. 
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ee 
The Water Problem 


of the Home is easily 


Solved with a MONARCH 


There is either an Electric Pumping Outfit or a Naolite 
Water Softener of ample capacity in the MONARCH line. 





Monarch Water Systems 


Include both electric and power driven, shallow and deep 
well Pumpine Ourfits for City, Suburban and Farm Homes. 


Monarch 


Special Features 





1. Repulsion - In- 
duction motors. 

2. Two-pole switch 
with safety cir- 
cuit breaker. 

3. Sleeve guarded 
piston rod. 

4. Spool type piston 
with leather ex- 


panders. 

5. Improved style 
stuffing box. 

6. Adjustable Air 
Valve. 


Made in many sizes. 
A complete Water 
System as low as 


$107.00 
Monarch Naolite Water Softener 


for City Homes with hard water supply or wherever soft 
water is required. Softens hard water instantly without 
the use of chemicals and produces clean, clear water. 


Monarch 
Special Features 


Fee Neca 


-_ 


MARO WATER INCE 


1. “Armco” Iron rust-resist- 
ing Tank. 


2. Single Unit Control 
Valve. 


RE ® 


3. Pressure regulator. 
4. External Salt Pot. 


5. Strainer in inlet line and 
at salt pot. 
6. Copper ring gaskets. 


Made in six sizes. 


A complete Water Softener 
as low as 


$100.00 


Send for Catalog 
and Prices 


PRESSY 














Ohe MONARCH 
ENGINEERING CO, 
WLS MO) sdCOR IES. 
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Obituary 


Albert W. Hills y 
Albert W. Hills, of the 
Hills-Stevens Co., whose death 





on September 19 was recently 
mentioned briefly in this 
column, was the son of Mrs. 
Eva Hills, and nephew of 
Robert B. and C. J. Hills, of 
the Haydenville Company, 
Haydenville, Mass. He was in 
his thirty-sixth year at the 
time of his death. He grad- 
uated from Brown University 
in the class of 1910, and was 
a member of the Delta Kappa 
Epsilon fraternity, St. Johns 
Lodge F. & A. M., Mystic 
Shrine and other Masonic 





Albert W. Hills 


bodies He was formerly a 
lieutenant in the United States Navy during the world wat 
John F. Welch 
John F. Welch, of the John F. Welch Plumbing «& 
Steamfitting Company, Syracuse, N. Y., died Saturday 
morning, October 3, at his home in that city, following an 
illness of several months. 
John C, O'Neill 
John C. O'Neill, a member of the plumbing firm of 
Pollack & O'Neill, 3200 Broadway, New York City, died 
September 28, from the effects of an accident he sustained 


last winter Mr. O'Neill, who was 47 years of age, had 


been a master plumber for 17 years. His widow and two 


children survive him. 
CONVENTION DATES 

October 14 and 15, 1925.—The Fall meeting of Eastern 
Supply Association, at Hotel Astor, New York City.—Direc 
tors’ meeting, October 13. 

October 16 and 17, 1925.—-Organization meeting of Nationa 
Association of Plumbing and Heating Salesmen, at Hotel 
Martinique, New York City. 

October 21 and 22, 1925.—The Fall meeting of the Centra! 
Supply Association, at the Hotel Sherman, Chicago. 

November 10, 11 and 12, 1925.—The fifth annual Adverti 
ing and Sales Managers Conference, at Evansville, Ind. 





December 9 and 10, 1925.—Annual meeting of the Nationa! 
Association of Brass Manufacturers, in New York City. 

January 11, 12 and 13, 1926.—The next Secretaries’ Con 
ference, at Evansville, Ind. 


PARTS OF STANDARDIZED APPRENTICE TRAINING 
COURSE NOW READY 

Parts of the Standardized Course of Training for ap 
prentice plumbers, published by the apprenticeship service 
department of the National Trade Extension Bureau 
Evansville, Ind., are now ready for distribution. 

The course is conveniently divided into groups, units 
and jobs, each numbered and each job given in a separat 
pamphlet, which makes it possible for the student to 
carry the job pamphlet with him and study it as op 
portunity presents itself, without having to be burdened 
with the material included in the whole course. 

The ten groups of the course cover respectively, insta! 
lation, maintenance, tools, arithmetic, plan readin 
science, progress of sanitation, apprentice opportunities 
and the apprentice as a teamworker. The course will b¢ 
sold for a nominal sum. The apprenticeship service depar! 
ment will be glad to furnish complete details to anyon: 
interested 
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National Association to Adjust State 


Conven tion Dates 


Wilmington, 
Master 


requests each state association 


\ bulletin issued by Henry E. Longley, 
N. Cc National 


Plumbers, dated October 1, 


president of the Association of 


to furnish the national office with dates on which it plans 
to hold its 

The purpose is to eliminate the dates -which 
National the 
Bureau and the trade publica- 


annual convention 

conflict of 
impossible for the Association, 
Trade 


propel 


makes it 
National 


tions to have 


Extension 


representation at state conventions. 


The national office will ask the co-operation of those states 
which will 


arranging a schedule 


by all concerned. 


whose dates conflict in 


permit proper representation 


The same bulletin urges not only secretaries of associa- 
tions, but all officers as well, to attend the next Secretaries’ 
Evansville, Ind., 


which is to be held in 


1926. 


Conference, 

January 11, 12 and 138, 

CHICAGO PLUMBERS TO PLAY LAST GOLF OF SEA- 
SON AT OAK HILLS 


The last golf tournament of 1925 of the Plumbing Con 
tractors’ Association of Chicago will be held Wednesday, 
October 14, at Oak Hills, located at 127th street, between 
76th and 80th avenues, Chicago. There will be a morn- 
ing qualifying round and the regular 18-hole play in the 
Martin The National 
Heating Supply Co., through E. C. Garrity, 


of a complete closet outfit to be played 


afternoon for the A. B. trophy. 
Plumbing & 
has offered a prize 
for in blind bogey. 
and a good time has been assured by the committee. 


Other attractive prizes will be awarded 


WM. J. WOOLLEY TENDERED FAREWELL DINNER 
’ BY BUREAU STAFF 

On September 28, Wm. J. Woolley was tendered a fare- 

well dinner by the entire staff of employes of the National 

Trade Hadi Shrine Mosque, Evans- 


Mxtension Bureau at 


ville, Ind. The occasion marked the termination of Mr. 
Woolley’s connection with the Bureau. The guests of 
honor were Mr. and Mrs. Wm. J. Woolley and Mr. and 


Mrs. Wm. G. Bergner. Mr. Bergner succeeds Mr. Woolley 
as secretary-manager of the Bureau 
At the dinner, Mr. Woolley was presented with a copper- 


plate engraved parchment testimonial scroll, expressing 


the regret of the Bureau’s employes at parting, and ex- 
tending good will and best wishes for his future success. 
The scroll was signed individually by every regular em- 


ploye of the organization. Mr. Woolley was also presented 
With a handsome traveling and desk clock, bearing a suit- 
ably engraved silver plate 

Mr. Woolley responded with a brief address, expressing 
his appreciation and appealing to the entire organization 
to give the same loyalty and intelligent service to Mr. 


Rergner. Mr. Bergner, in response to Mr. Woolley’s intro- 


duction, declared his purpose of giving every effort to 
carrying on the work of the Bureau 
The meeting closed with a final expression of regret at 


the loss of Mr and of lovalty to Mr. Bergener as 


his successor 


Woolley 


CHAPTER OF A. 8S. H. & V. E. 
DEBATE 


KANSAS CITY, MO., 

HOLDS INTERESTING 
The Kansas City, Mo., 
& Ventilating 


Chapter of the American 


held it first 


society 


of Heating Engineers meet 
at the University Club, on Friday 
The new officers are: N. W 


Cook, vice-president; R. B 


ing of the year evening 
October 2nd 
dent: B. F 


and Ben C 


Downes, presi 


Johnson, secretary 


Naylor, treasurer President Downes has in 


augurated a plan of entertainment combined with busi 


ness, whereby the various members are to prepare and 
read papers on subjects of interest to heating and ventilat 
subject of 
Plant for 
speaking in 
Caleb for 


winner, 


ing engineers. At the October meeting the 
“The 
Group Buildings’ 


individual 


Individual versus the Central Heating 


, 


was debated, R. B. Johnson 


favor of heating plants and David 


central plants. No vote was taken to decide the 
but many good arguments were brought out on both sides, 
and the debate was of much interest te all in attendance 
SOUTHERN 


MERT 


SECRETARIES OF 
ASSOCTATIONS TO 


PRESIDENTS AND 
CALIFORNEA 


The semi-annual conference of presidents and secre 


taries of merchant plumbers’ organizations in the Southern 


California territory will be held at the Los Angeles 
Merchant Plumbers’ Hall, 1832 South Hope street, Los 
Angeles, on Thursday, October 15th, according to an an 


president of the 
About 


nouncement by Charles M. Swinnerton, 
California Merchant 


will be present. 


Plumbers’ Association thirty 

The principal purpose for the conference is to discuss 
methods pertaining to duties and activities of officers of 
the local associations with the idea in mind of creating 
additional interest in the 
tention will also be paid to methods of intensively organ 
izing the individual districts by 


association before master plumbers who are not 


proceedings at meetings. At 


laving the objects of the 
members 
and inducing them to join 

Harry Silke, Jr., 
Plumbers’ 
broad experience in 
A similar conference of 
associations in the Northern 
called by W. P. Goss, state vice-president 
annual conference of the Southern District 
April 


secretary of the Pasadena Merchant 


Association, will direct the discussion from his 


executive and organization matters 


presidents and secretaries of 


California district is being 
The next semi- 


will be held in 


Albert W. Cole has engaged in business at 4319 
Normandie avenue, Angeles, Calif., under the 
of the A. W. Cole Plumbing & Heating Co 


South 


Los name 
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First Annual Outing of the Master Plum- 


bers Association of Burlington 


County, N. J. 
Pines was the 


ROWNS Mills in the 
annual outing of the 


Plumbers’ Association, held on Saturday, 


the first 
Master 


September 26th 


scene of 


Burlington County 


Browns Mills, New Jersey, is a beautiful little city situated 


in the heart of New Jersey's dense pine growth and is 
an ideal spot for outings 

Mr. Thomas J. Piston, chairman of the Outing Com 
mittee, and who also conducts the Browns Mills Plumb 
ing & Heating Co., decided there wasn't any other place 
around Browns Mills better than his front yard to hold 
the outing and in the front yard it was held Now, Mr 
Piston’s front yard consists of many acres of beautiful 
pine trees and the first thing that greeted the visitors on 
their arrival at a clearing some distance in the pines was 
a large table stocked full with lunch and refreshments 
Nearly everyone was hungry on his arrival and partook 
freely of the hot dogs, pop, etc 


The had 
“cluding a ball game, tug-of-war, eti 
to be content to sit 
air filled with the 


committee arranged a program of 


but 


sports in 
everyone seemed 


around and chat and inhale the fresh 


fragrant odor of pine 


STATE OFFICIALS ATTEND 

HE biggest surprise of the day arrival 
T of the entire board of officials of the 
new Jersey State Master Plumbers’ Association with their 
They included President J. J Mrs 
Mr. & Mrs. William T City, 
Mrs. Oriss is secretary of the ladies’ 
Lionel C. Simpson, Camden; Mr 
man, Union City; Mr. & Mrs. A 
& Mrs. A. Jacobs, Mr. & 
City; Mr. & Mrs. B. Cole, 
Williams. of East 
organizer from 


was the early 


and trustees 


wives Corcoran and 


Corcoran, Union 
Mr 
& Mrs. Charles Zimmer 
Hoffman, Mt Mr 
August Krieger, Union 
City; Mr. & Mrs. L. H 
and Joseph A. Sprouls, 

This 
stay in Browns Mills over the week-end 
Mrs 


preparing of a 


Oriss, of 
auxiliary & Mrs 
Claire; 
Mrs 
Union 
Orange, 
City 


state 


Jersey lively group motored 
down prepared to 
the 


chefs in 


During 


the 


afternoon, Piston 


the 


personally directed 


delicious chicken dinnet 
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which was served under the pines. When the repast 
over, H. Fairbrother started the awarding of prizes of all 
sorts of plumbing and heating material that the supply 
houses and manufacturers had generously given. 

This outing is the first of the annual affairs which the 
Burlington County Association, (consisting of the cities of 
Bordentown, Burlington, Mt. Holly, Moorestown, Beverly 


Vas 


Riverside, Riverton, Palmyra, and Browns Mills) plan to 
hold 
Chairman T. J. Piston and his committee, H. Fair 


brother of J. F. Kelly, John A. Campbell, G. D. Stockton 
A.J. Maron, A. Polino, J. A. Hammell and C. R. Reynolds 
are to be congratulated on the efficient 
they conducted their first outing 


Women’s Auxiliaries 


manner in which 


\ Women’s Auxiliary has recently been organized in 
Flint Mich., with twenty charter members Officers 
elected are: President, Mrs. Gainey Shaw; vice-president 
Mrs. W. S. Ames; recording secretary, Mrs. Joseph Miller 
corresponding secretary, Mrs. W. J. Engelhart; and trea 
surer, Mrs. F. B. Long The two meetings which have 
been held have proved of much interest to all. Educational 
articles on the subject of sanitation were read and dis 
cussed, and each meeting was followed by a social hour 
Members of the Master Plumbers’ Association of Flint 


have displayed much enthusiasm over the formation of the 


auxiliary, which will endeavor to be of real service to the 
master plumbers’ organization 
Mrs. T. M 


the 


Ore., 
Plumbers’ 
the 


Barr, Salem, 


Master 


wife of the president of 


Oregon Association, has been ap 


pointed state organizer for 


Mrs. J. A 
of the 


Women’s Auxiliary. 
Bernardi, Salem, Ore., 
Master 


wife of the secretary 


Oregon Plumbers’ Association, has been 


appointed a national director of the Women’s Auxiliary 


Master plumbers of Jacksonville, Fla., their wives and 


friends, recently enjoyed another pleasant Saturday after- 
The Women’s Auxiliary was 
in charge of the affair, and more than forty-five persons 
miles to attend the fish fry. 


noon at Jacksonville Beach 


drove thirty 





At Burlington County, \. J. 
& Co., Trenton, N. J.; T. A 
Deacon Supply 


. Redding and N. 


Co., Hainsport, N. J.; F. W. Thompson, 


Master Plumbers’ outing.—Top picture, feft to right: A. F. 
A. Wrigley, both of Manufacturers’ 
Reading Stove Works, 


Gabell, manager, Warren, Balderston 
Selling Co., Trenton; H. W. Deacon, H. W. 
Philadelphia; H. Whelan, Thos, Maddock’s 


Sons Co., Trenton; W. S. Bennett, Warren, Balderston & Co., Trenton; L. H. Dietz, Walworth Co., Philadelphia; Frank Lord, 


of Walworth Co.; sitting in front: 


tor Co., Philadelphia.—Front row: J. F. 


chairman; C. R. Reynolds, Beverly, N. 


Kelly 
J.—Back row: 


Union City, N. J.; A. Hoffman, Montclair, N. J.; L. 


Swyer, Palmyra, NV. J., 


and ©, 


Thos. J. Piston, Browns Mills Plumbing & Heating Co., Browns Mills, N. J.; Mr. and Mrs. 
L. H. Williams, East Orange, VN. J.—Bottom row: W. A. W. Carter, American Radiator Co.; Wm, ( 
r and N. Fairbrother, 
John A. 
A. J. Maron, Bordentown, A. Pollino, Riverside; J. A. Hammell, 


’. Hoffman, National Radia- 
Riverside, N. J.; Thos. J. Piston, Browns Mills, N. J» 
Campbell, Bordentown, N. J.; G. D. Stockton, Burlington, NV. J. 
Beverly; August Krieger and Charles Zimmerman, both of 


C. Simpson, Camden, N. J.; John J. Corcoran, Jersey City, president of 
the state association; W. T. J. Orriss, Union City; sitting in front: 


Jos. A. 
Dobbs, 


Sprouls, Jersey City, N. J., state organizer; ©. L- 


E. Haddon Field, WN. J. 
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i enable you to finish your bathroom We can furnish inset and surface ns 
" jobs and add to your customer's type trimmings in several pleasing + 
i satisfaction and your own profits at patterns, mounted on a handy display + 
a the same time. Especially when they board, at very attractive prices. Also ee 
1 are Genuine Porcelain Enameled a full line of medicine cabinets and i 
‘ SNO-WITE Bathroom Trimmings mirrors. Write for catalog + 
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The new 
YORK 
ABENDROTH 
Pipeless Fur- 
nace is 
another 
achievement 
of our staff 
of heating 
experts, and 
is the result 
of months of 
experimenta- 
tion, and it is 
offered to 
you with the 
backing of 
eighty-five 
years experi- 
ence in mak- 
ing heating 

equipment. 





Write for Booklet 


ABENDROTH BROTHERS 


Established 1840 


PORT CHESTER - - NEW YORK 


Featuring: 


Cast Iron 
Radiator. 


Two-piece 
Firepot de- 
signed by 
Abendroth 
engineers, 
an unusu- 
ally deep 
and roomy 
ashpit. 


Large fire- 
door, and 


Triangular 

Grates 
which are 
easily re- 
movable. 
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| Mi PIPE FITTINGS | 


Trade Mart AND 


| IRON BODY GATE VALVES 








ea 


| 


Screwed 
Flanged 

| | and 

Hub 








| . Ends and 
0.S.&Y. 
am Patterns 
2 to 12° 
inclusive 





Manufactured by 
ILLINOIS MALLEABLE IRON CO. 


CHICAGO, ILL. 
GENERAL OFFICES 1801 DIVERSEY PARKWAY 


———— Soo 


ad ertisers 








vhen writing 
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123 Years Old —Founded 1802. 


Range Boilers 


Riveted 
Welded 


Sure-Tite 


(Copper-Brazed ) 


Wm. B. Scaife & Sons Co. 


Pittsburgh, Pa. 











It’s Quicker and Better 


Where a new fixture is needed on a line of pipe 
already installed, or a defective length must be re 
moved, it is no longer necessary to cut short lengths, 
use double hubs or spring joints into place. The 


S I Ms S O N Insertable 


Joint 

car, be installed without disturbing pipe above or 
below and will make a tight, trouble-proof connection. 
Write for catalog giving full details. 
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This & That, Here? There 


A steam heating plant will be included in the $60,000 
at 2903 First avenue, Seattle, Wash. 
to be 111x60 ft., and will contain 35 


apartment house 
The 
suites 
A $17,000 
Everett, Wash 
The raising of funds for a $100,000 hospital at Nampa, 
Idaho, is progressing so rapidly that the financing seems 


assured 


18 


building 


addition will be built to the courthouse at 


Plans are under way for a $400,000 cathedral at Spo- 
kane, Wash., to be known as “The Cathedral at the Top 
of the Hill,’’ according to Bishop Edward Makin Cross. 
The building will be located at Grand and Sumner streets. 

Fish & 
on the 


Bowen, Baker, Ore., have the heating contract 
A. J. Churchill school. T. J. Hunter, of the 
same city, will install the plumbing in this building. 

S. V. Hanley, Milwaukee, has been awarded the con- 
tract for plumbing in the theatre-store building to be 
erected at Ogden avenue, between Cass and Marshall 
in Milwaukee. In addition to two stores, the big 


new 


streets, 


| L-shaped building, which is 129x128 ft., will house sev- 











Ml =OR. ESTABROOK’S SONS 
ae Ist and C Streets 
SOUTH BOSTON $3 23 


MASS. 


the heating contract. 


eral apartments. 

W. H. Egan & Sons, of Milwaukee, Wis., were low 
bidders on the contract for plumbing in the new Municipal 
Service building being erected by the city of Milwaukee 
at Canal street, east of Sixteenth street. No awards have 
C. J. Fox & Son were low bidders for 
The Egan figure was $9,000 for the 
Fox & Son’s bid for the heating was 


been made as yet. 


plumbing, while 


| $9,100 





Haas 


Flush Valvee for use in combination with 
all styles of bowls for all classes of 
service to operate under low or high 
pressure water supply 


Water Closets for every type or class of 
or after flushing. 


service 
Write for catalog. 


Frost Proof Closets. Direct flush 
Philip Haas Co., Dayton, O. 








Quality 
Counts 


The measure of a protective device is not its cost, 
but its dependability. 

From Maine to California there are McDonnell & Miller 
Duplex Water Feeders on all kinds of low pressure boilers, 
operating under a wide range of supply pressures. 

There has never been a failure under even the most 
adverse conditions. 


Ww wy MIDONNELL & MILLER 





WRIGLEY BUILDING, CHICAGO 


Eastern Warchouse Stock, Bush Terminal, N. Y. 











| wis., 
| will accordingly install all plumbing in the new Eagles 
| Clubhouse to be built at Grand avenue and Twenty-fourth 


One of the biggest plumbing contracts in Milwaukee, 


in some time was awarded to O. P. Zimmerman, who 


The exact amount of the successful bid has not 


announced. 


street. 
been 

Plumbing work in the new La Follette School to be built 
Wis., suburb of Milwaukee, has been 


Wauwatosa, 


in a 





At the recent annual meeting of the American Society of 
Sanitary Engineering, held at Decatur, I1l.—Top row, left to 
right: John T. Cripps, Engle-Picher Lead Co.; A. M. Douglas, 
of Dallas, Tex.; George B. Barron, of Compound Injector & 
Spectalty Co., Chicago; L. W. Mueller, of Mueller Co., Decatur, 
lll.—Bottom row: F. A. Webb, Acme Frost Proof Closet 
Mfg. Co., of Baltimore; Thomas M. Dugan, McKeesport, Pa.. 
and H. G. Wallis, Kenosha, Wis. 
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awarded to J. E. Robertson. Heating and ventilating will 
be installed by Wenzel & Henoch, of Milwaukee 

J. A. McBride Mechanical Equipment Co., 2639-41 
Locust street, St. Louis, Mo., has been awarded the plumb- 
ing contract on the Southwestern Bell Telephone Com- 
pany’s office. 

The Carey & Hall Co., of Defiance, Ohio, has just com- 
pleted the installation of the mechanical equipment of 
The Marsh Foundation at Van Wert, Ohio, including 
power plant, heating and ventilating, water supply, plumb- 
ing, electric generating plant, plumbing for the entire 
group of buildings, with almost 3,000 ft. of tunnel lines. 
This work was done on a cost plus basis, and the final 
cost of the equipment will be in the neighborhood of 
$300,000. A great public inspection of the mechanicel 
equipment will be held October 22nd. 





A Standard 
Fitting 


The fact that TIGHTON 
Brass Seated Malleable Iron 
Unions are being used in 
greater numbers every year 
is positive proof of their un- 
surpassed quality. They are 
a standard fitting among 
the trade. 


Gerald F. Gibbins, secretary of the Master Plumbers’ 
Association of Warren, Ohio, is a candidate for city coun- 
cilman in that city on the Democratic ticket. 

Christian Peterson has been named by City Manager 
Truxton as a member of the City Examining Board for 
Plumbers, at Norfolk, Va. 





Your Jobber Has Them 


Standard Union Zo. 


Winthrop Building, Boston, Mass. 
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At the recent annual outing of the Chicago Heating Trades. 

—Top, left to right: Fred Dilzer, treasurer of the outing 

committee; J. C. Krupp; Harry Peckham, Jr., old time fitter 

of Chicago, and Harry W. Keppner, not so old.—Middle row: 

John Schroeder, J. 8. Hoffman, L. J. Wevang and H, J. Afton, | 

all of Chicago.—Bottom: Wm. Gawne, Jr., Jos. W. Story and 
W. J. Gemeny, all of Chicago 
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Fig. 113, PATENTED 


The Woloshin Heating Co., of New York, has been in- 
corporated with a capital of $5,000 by M. and M. Woloshin | 
and I. Greenberg. 

Paul H. Kurth Plumbing Co., of Milwaukee, Wis., has 
been awarded the contract for plumbing on a new garage 
building 54x120 being erected at Ninth and North avenues 
in Wauwatosa, a suburb of Milwaukee, by the Coddington 
Engineering Corporation, for an unannounced owner. 
Kichorn & Radke secured the contract for heating. 


Trapped! 


When hot, greasy water hits the body of a 
Dehn’s AcmE Grease Trap, it is trapped in 
stantly and completely. The entire body of 
the trap being surrounded by cold water, the 
grease instantly congeals and floats to the sur 
face where it can be easily removed. There isa 
Dehn’s AcmE Grease Trap in a size suitable for 
every job. Why not profit by it? 
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Plumbing work in the new downtown office and store 
building to be erected at 194 Third street, near the heart 


footer! 
Soofor! 


of Milwaukee’s business section, has been awarded to Compound Injector and Specialty Co. + 
Dearsley Brothers. J. B. Olinger is erecting the building. 419-421 D N. Laramie Ave., Chicago, Ill., U. S. A. + 
‘ . , 4 Originators, Designers and Sole Manufacturers of es 

Heating work in the new $32,000 foundry being built de ; 
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by the Standard Foundry Co., in Racine, Wis., will be done peer 1897 EHNSANIGAR 1925 222% 


} - e 6 ¢ nd 
by Almirall & Co. of Chicago. | THE QUALITY GOODS 
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THE NEW 


MIDLAND 
GALVANIZED 


ROOF FLANGE 


All lead sleeve with heavy calking 
ring inside. Base extra large and of extra 
heavy galvanized ARMCO iron. No 
lead burned or soldered joints to pull apart. Fits any pitch. 


Patented 























Ask your jobber or write us direct for information 


Midland Metal Manufacturing Co. 
KANSAS CITY -i- MISSOURI 









BOILER SE-MENT-OL 


Repairs - Cleans 


Protects 
Cast Iron and Steel Heating 
Boilers 


REDUCE YOUR COST 





LIST PRICE 
1Quart §$ 4.00 each 
% lion 7.60 each 

Gallon 14.00 each 


Ask your jobber for the discount 


The Northwestern Chemical Co. 


MARIETTA, OHIO 














STARBUCK’S 
FOUR BOOKS 
on PLUMBING 


The RED, BLUE, GREEN and BROWN Books 
$5.00 for the set — postpaid 


(Regular Price $6.00) 


Send for 1925-1926 Tool and Publication 
Catalogs — just issued. 


R. M. STARBUCK & SONS, Inc. 


42 Allyn Street + Hartford, Conn. 








QS New Style 


Front Opening Anti-Clog 







The long sweep allows the water from 
above to pass into the basement lines 
without check or hindrance. In fact, be- 
cause of the unhindered force of the 
falling water, such a thing as stoppage in 
the basement lines is practically unknown 
where the QS Long Sweep 
Stack Fitting is used. 


QS Sanitary Mfg. Co. 
411 W. Filth St. Waterles, lows 
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J. F. Ahren Co., of Fond du Lac, Wis., has been awarded 
the contract for plumbing in the new warehouse to be 
‘rected by the Winnebago Cheese Ce. in that city 

Excavating is under way for the $12,000,000 Statler 
Hotel in Boston in the Park Square district The Selwyn 
Theatre is being torn down and a garage, the only other 
structure on the site, has already been removed. The cost 
of the hotel, as given in the building permit, is $6,000,000 
exclusive of fittings and furnishings, which are expected 
When completed the hotel will 
be by far the largest in Boston 


to cost an equal amount 


Frank G. Lawton, 769 Park avenue, Providence, R. L., 
has been awarded the heating contract on the new high 
school, to be erected on Park avenue, Cranston, on his 
bid of $68,000. The plumbing contract for this project 
went to the Frank Dupuis Co., Inc... 599 Main street, 
Pawtucket, R. L., on a bid of $24,740. Plans by William 
R. Walker & Son, 49 Weybosset street, Providence, call 
for a four-story, brick, steel and stone structure, 180x250 
ft., to cost $750,000 

The Brumbalow Heating & Plumbing Co., of Atlanta, 
Ga., has secured the plumbing and heating contract on 
the addition now being made to the Henry Grady Hotel, 
and also on the office building being built in conjunction 
with the hotel. 

Atlanta, Ga., has secured the 
plumbing and heating contract on the new opera house 
being built in conjunction with the Henry Grady Hotel 


The Stephenson Co., 


The Farrell Heating and Plumbing Co., Atlanta, Ga., is 
installing the plumbing and heating in the ‘Southern 
Ruralist”’ building. 

FE. J. Rowe, 214 Central avenue, Hot Springs, Ark., is 
installing the hot water heating system in the Townsend 
Hotel, and also making changes in the plumbing. He has 
secured contracts for the installation of plumbing in sev 
eral large residences. To give his business publicity he 
is placing around town some very attractive thermometers 
which are 4 ft. in height and can be seen quite a distance 

Woodcock & Wilson, Hot Springs, Ark., are installing 
the plumbing in the Rugg building and in several large 
residences. 

Otto Borman, formerly with Borman Bros., Hot Springs, 
Ark., is now in business for himself at 403 Ouachita ave 
nue where he has several contracts for installation of 
plumbing in large residences and apartments. 

Hot’ Springs Plumbing & Machine Company, Hot 
Springs, Ark., is installing the plumbing and heating in 
the Presbyterian church in that city. This contract 
amounts to $9800. This concern will also install the 
plumbing and heating in the Cameron apartments for 
$7,000 

A. Cousins, 257 Wickenden street, Providence, R. L, 
has the plumbing contract on the new buildings at 351 
Elmgrove avenue for C. Nilson and at 56 President avenue 
for W. Pond. 

Charles Hofens, 422 Mercantile Bank building, Dallas 
plans the construction of an apartment building at a 
cost of $60,000. 

The National Heating & Ventilating Co., of Wausau 
Wis., was the lowest bidder for the heating and ventilating 
work on the final unit of the central school, which is now 
under construction at Wausau, with a bid of $24,000. The 
Central Plumbing & Heating Co. was the lowest bidder 
for the plumbing system in the school and its bid amounted 
to $14,877. 

J. A. Dixon is building a new home for his plumbing 
and heating business in Grand Junction, Colo., work on 
which is nearly completed. The new store, 25 by 140 ft., 
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will have a large display room and ample storage facilities 
in the basement as well as a large shop in the back 

gan County, Ohio, voters will be asked next month 
to approve a bond issue for the purpose of building a 
central heating plant to supply heat to the courthouse, 
memorial hall and the county jail. The plant would cost 
approximately $31,000. 

Officers for the new central heating company at Aledo, 
Ill, have been elected. The company will be known as the 
Aledo District Heating Company. It is expected that the 
central heating plant will be in operation in October. 

John Bogdan, 4467 Aurora avenue, Seattle, has been 
awarded the plumbing contract on a proposed two-story, 
11-room residence for Charles B. De Mille. 

Higgs and Huntington, Rockledge, Fla., have been 
awarded the plumbing contract on the new $25,000 city 
hall in that city. 

Jenkins & Neeley, of Greenville, Ky., have been awarded 
the plumbing contract on the new $31,200 city hall at 
Owensboro, Ky. 

Alex Orr, Jr., 45 Northwest Third street, Miami Beach, 
Fla., has been awarded the plumbing contract on the new 
£45,000 residence of J. C. Elston 

W. F. Fergus, Apopka road, Orlando, Fla., has been 
awarded the plumbing contract on 23 new dwellings to 
cost $108,000, 

A. C. Samford, Shepherd building, Montgomery, Ala 
has been awarded the plumbing contract on the $94,425 
high school being erected in Panama City, Fla 

Bylow & Son, Poplar Bluff, Mo., have been awarded the 


plumbing contract on the $49,632 Keynon school building 


T. J. Murphy & Co., 8 Walden street, Cambridge, Mass., 
has been awarded the heating and plumbing contracts on 


Don’t Be Deceived! 


Certain competitors, who have copied these 
designs from us, now announce them as new 
items of merit. 


What a world of flattery they 
hand us by imitating our prod- 
ucts and shouting from the house- 
tops to every plumber to use 
these good fittings. 






We have been making 
them for the last 10 
years and thousands 
of plumbers can tes- 
tify to their high | 
quality of material 

and workmanship. | 








Mr. Plumber, if you are using these fittings, 
ask your jobber to furnish ‘‘Blake’’ and you 
will not only get the “‘original,’’ but also are | | 
assured of the standard of quality which we 
put into all our products. | | 


Blake Specialty ¢ Company | 
ock Islan Illinois =f | 


Canadian Service — All Crane Co, Branches | | 














At the recent annual outing of the Master Plumbers’ Asso- 


elation of Passaic, N. J.—Top row, le 


Kichenbaum, president of the Passate 


ft to right: Samuel 
Pibg. Supply Co.; F. 


Taylor, president of Hudson Plumbing Supply Co. Union 


City, N. J.; M. G. Falk and Martin Bre 


Co—Bottom row: Wr. and Mra. L. J. 
Mrs. I. Choler 


the apartment building under construc 


Beacon streets, Brookline, for Pelha 


by Arthur H. Bowditch, 44 Bromfield 


nnan, Republic Brass 
Gilbert, and Mr. and 


tion at Pleasant and 
m Hall, Ince Plans 
street, Boston, call 


for an 8-story brick and steel structure 


Contracts have been awarded for 


the construction of 


the North Junior high school at Tarkiln Hill road and 
Felton street, New Bedford, Mass The heating contract 


was awarded to James N. Conway, 47 
Bedford, on his bid of $66,824 The 


0 Union street, New 


Plumbing contract 


went to Jeremiah Coholan, 708 South Water street, New 


Bedford, for $16,642 
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Built - Well 
Toilet Seats 


are made from genuine Amer 
ican Walnut and other fine 
hardwoods by the most é¢xpen 
sive method of construction, 
yet they are priced well within 
the range of most toilet instal 
lation requirements. They are 
a quality product manufac 
tured on a large scale to sell at 


a quantity price 












Wy tala 


showing the com 
plete line of * Rut 
Well’ Open an 


Closed Fro t Mod 
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CHICAGO, ILI 





Built Well Mg. Co. 


1458 WEST KINZIE STREF1 


AMERICAN 


ALNUT 


Bui't-Well 
V-Lock Joint 





ty: } 
k =I" ~ 
Patent 


Sectional view of 
joint turned 

sidedownto 
show how dowels 
are inserted from 
bortom, Mois 
ture only makes 
them tighter 
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LSON PROTECTO BATHTUB COVER: 


Is Saving Thousands of Dollars 
For Plumbing Contractors 


by completely protecting expensive 
bathtubs from damage during building 
operations. The cost per installation 
is only a few cents and each cover can 
be used time after time furnishing 
the cheapest as well as the best form 
of bathtub insurance that money can 
buy. You simply cannot afford to 
install bathtubs without Nilson Protecto 
Bathtub Covers. 


Order From Your Jobber or write 


THE FIAT METAL MFG. CO. 
1209 Roscoe St. - - 


CHICAGO 
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A Return Line 
VACUUM PUMP 


without a Peer 





Capacity, Efficiency and 
Quality Guaranteed 


Sold on Honor 
at Right Price 


Economy Pumping Machinery Co. 
87-122 N. Curtis St. Chicago 


District Agents Everywhere 
































and prevent 


tings from 


contractions. 


75 Pitt St. 


Montreal 


Mention Domestic ENGINEERING when writing advertisers. 
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Badger Expansion ce 


Joints meet the 
many changes in 
temperature, which 
cause material 
changes in length 
of steam, air, water, 
and other pipe lines 


pipe joints from 
working loose and 
leaking, end the fit- 





ing fractured, due 
to expansion and 


E. B. BADGER 
& SONS CO. 





BOSTON, MASS. 


Canadian Rep. 
Frazer & Chaimers 
Canada Cement Bidg., 
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(i om fort Stations g (08) 
“When the Stop- | 


plans made for several more which will be opened by | oO per Wears a la H( GT) ‘ 
\ \ j 


With the completion of one new comfort station and 


pring, Oshkosh, Wis., will soon be taking better care a eZ 

of visitors, tourists and shoppers than most cities of its Ball and fe) y Gv t 

ize in the country. The state law requires a number of | de } CO O 

all year round comfort stations proportionate to the size Chain” Ms “S O Q 

of the city, but Oshkosh will soon have exceeded this > c@) Q = 
requirement. The latest and best equipped comfort sta- % Gat, X ef 
tion has been recently installed in the city hall by the Q. a, \ a ~ 
commission council, through the initiative and enterprise oe Neil 00. cotta > 
of the Oshkosh League of Women Voters This comfort i 

station is one of the very finest that could be provided. It = 
consists of a rest room proper and toilet room, the latter “The old song told about the ball and chain 
equipped with the modern sanitary conveniences. Local around your ankle. It signified ‘held fast for 
hotelkeepers found the lack of a centrally located com- life.’ Well—it’s just as true for plumbing. 

fort station a serious inconvenience, as it meant that When you want a stopper everlastingly held 
tourists monopolized the hotel rooms to the inconvenience fast there’s nothing better than Bead Chain 

of the guests, and this element in the business life of with its revolving balls of solid nickel silver. ) 
Oshkosh has taken official cognizance of the improvement It’s strong, non-kinkable, and _ clean.” 

in local conditions brought about by the new station. In | Bill Bead. ) 


addition, the comfort station annex to filling stations idea 





is growing so rapidly in the city that by spring, most of 
the gasoline filling stations in the city will have this con- 





‘BEAD AD CHAIN 


FOR PLUMBING _4 


venience to offer guests, and will stress it in its promotion 






work. 
A $25,000 comfort station is to be erected in Central 
Park, New York City, under the Terrace bridge, corner 


of 72nd street and 5th avenue. Francis D. Gallatin, ‘ . ° 
Arsenal Bldg., Central park, is commissioner in charge. The Bead Chain Manufacturing Co. 


Trade Mark Reg. U.S. Pat. Off. 


we ; i : R ; . ‘ Bridgeport, Connecticut 
The new comfort station on B street, Iron Mountain, oO Canadian Representatives: Stanley Brock, Ltd., Winnipeg 
Mich., has recently been opened. ) 


) ) 








Che Baltimore Line 


All Styles of Bibbs 


Regular S. S. S. 
Flanged Solid 

Male or Female. 
Set Screw or 
















. “K Threaded Shank 
| Handles Plain or Hose 
| Nickel End 

Plated 

or 
Finished 


Brass 














and Price List 





on Request 





Upper picture, left to right: A. J. Walker, Pierce, Butler & | Catalog 


Pierce Mfg. Corporation; A. C. Sutcliffe, John Wood Mfg. Co.; 

B. Von Harten, L. 0. Koven & Bro., Ine.; A. Jones, John In Material -Workmanship Appearance 

Wood Mfg. Co.; A. Hanson, Marks Lissberger & Son, Ine.; 

S. F. Phelps, Eagle-Picher Lead Co.—Middle row: C. L. Gray, GOOD VALUE 

financial secretary, Passaic Association; Louis Schneider, | 

vice-president Passaic Association; Mr. and Mrs. A. R. Morris, | BALTIMORE VALVE CORP. 

A. & J, Friedman Co.—Lower row: Robert Scott, American | - MARYLAND 

Radiator Co.: P. Gilmour, Thatcher Co.; William Palco, U. 8. | BALTIMORE , . : 
j 
| 








Radiator Corporation—At the recent outing of the Master 
Plumbers’ Association of Passaic, N. J. 
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KNOTT 
“Atlas Toilet Seats 










A guaranteed line of excep- 
tional quality which includes a 
seat suitable for every type of 
toilet installation, fitted with 
rugged 16-ounce hinges of our 
own manufacture. Every seat 
a sample. 


KNOTT MFG. CO., Tell City, Ind. 


Seat No. 1, Hinge No. 70-—Ring 
Seat—Bar hinge, 14-inch seat, 
\-inoh bar, 4-inch post hinges 
flings has an offect of 1% inches 
Ring seat, heavy bar hinge 
Pearl white finish, sheet cellu- 
loid covered. Also furnished in 
matural oak, golden oak, or 
imitation mahogany. Satin finish, 
rub finish or rubbed and polished 


Wessels 


Welded Range Boilers 


The Weld Is Stronger 
Than The Metal Itself 


D.D.WESSELS & SONS LO 
DETROIT. MICHIGAN 


O0ancr FaCTOREs 
KANSAS CITY. KAN 
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You Can Do It 

| Easier 
Quicker 

Better 


with a 


LAWSON 


It’s the strongest, handiest and most prac- 
tical pipe wrench ever designed. See that 
offset handle? That means an cighth of a 
turn in places where most wrenches quit 
entirely. Get prices and sizes AT ONCE 


LAWSON MFG. CO. Ge ini*®* ons 
























Tank Fittings of Quality 
“McSHANE’’ = 1925 


The ORIGINAL Compound Lever Ball Cock 
Elevated, Low-Down, Top and Bottom Supply 
Tank Levers and Valves 


McSHANE 
BELL FOUNDRY CO. 


BALTIMORE, MARYLAND 


1856 
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Prospects for a central heating plant for down town 
Austin, Minn., are improving. Rain & Robb, of St. Paul 
heating engineers, outlined a plan at a meeting of busi 
ness men last week and gave data to show that with the 
splendid power and lighting equipment in Austin the 
plant could be successfully worked there. An approxima- 
tion of the cost for laying the main channel and laterals 
is $60,000. The tentative plan calls for the metering of 
the steam which would sell for $1.00 per 1,000 pounds 
Austin business men say they are interested in the proposi 
tion and it will be thoroughly investigated. 


S wimming - Pool News 


Alex Urig, of Milwaukee, Wis., is building a swimming 
pool, showers and a palm house at Oconomowoc Lake, 
about twenty miles from Milwaukee. The Meadows Heat 


| ing Co. will take care of the heating work, and Wallace 





& Tiernan will install the filtration plant. Both are Mil- 
waukee firms. 

The Alamo Country Club of San Antonio, Tex., is plan- 
ning improvements to the clubhouse which will include 
a swimming pool to cost $20,000. Wm. Ochse, of the 
San Antonio Drug Company, is chairman of the com- 
mittee in charge. 

The mayor and city clerk of Harvey, Ill., have signed 
the contract awarded Shobbrook & Condon for the con- 
struction of a swimming pool in the city park. Work 
has already been started on this needed improvement. 

The new swimming pool of the Caverly Preventorium 
at Pittsford, Vt., presented to the Preventorium by the 
Shriners and members of the Knights of Columbus of 
Rutland, was dedicated on Sept. 24th. 

The Lyons swimming pool at Lyons, Kans., was emptied 
recently for the last time this season. Fire destroyed 
most of the pool about two years ago, and until this 
season it has not been open to the public. Next year the 
owners expect to rebuild and refurnish it with modern 
equipment. 

A drive is being made for funds to build a swimming 
pool at Elmira, N. Y. The campaign is fostered by mem- 
bers of the Lions Club. 

The West Florida Development & Investment Co., 
Pensacola, Fla., will build a large apartment hotel, to 
include a swimming pool. 





Geo, White, R. L. Moore and Ellis Powell, at the recent annual 
outing of the Mueller Co., Decatur, Il. 
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At @ recent meeting of the civic league of St. Maries, 
Idaho, communications were read from other organiza- 
tions heartily indorsing the swimming pool project of 
that city. 

W. Bintz, of Lansing, Mich., a civil engineer specializing 
on municipal swimming pools, recently held a conference 
with a committee of the Urbana, Ill., Association of 
Commerce and city officials on plans for installing a pool 
at Crystal Lake park. 

J. A. Morrison, of the Hotel Breakers, Hermosa Beach, 
Calif., is having plans prepared for a $350,000 hotel 
building, to include a swimming pool. 

Plans are being prepared for construction of two 50x150 
ft. swimming pools to be located in Griffith Park Munic- 
ipal Playground in Los Angeles, Calif. 

J. K. Livingston, Tulsa, Okla., and others, are interested 
in the development of a resort at Siloam Springs, Ark., 
to include a swimming pool. 

The City Council, Oil City, Pa., has made plans for a 
bond issue of $35,000, the proceeds of which are to be 
used for the construction of a municipal swimming pool 
on Relief street. 

Plans for a swimming pool at the senior high school 
site in Riverside, Calif., are being prepared by H. E. 
Wilson, physical director of schools in that city. 

The Palomar Tennis Club, Culver City, Calif., is plan- 
ning to include a concrete and tile swimming pool, 75x90 
ft., in its new clubhouse, construction of which was re- 
cently started. 

The Middlesboro Playground Association, Middlesboro, 
Tenn., which recently purchased a 40-acre tract for a park 
in that city, is having a swimming pool constructed. It 
will be 75x400 ft., and range in depth from 1 to 8 ft.; 
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H. Spiersch, of Richmond, with 
Charles Diefen- 
Master 


Top picture, left to right: RR. 

assistant chefs at barbecue.—Lower picture: 

bacher on the coffee detnil.—At the outing of the 

Plumbers’ Association of Onkland, Berkeley and Alameda, 
held recently at Richmond, Calif. 


the shallow end to be used for a wading pool It will 
be so that 
streams will flow through it, 
all times. 

The will 


swimming pool at 


constructed fresh water from the mountain 


keeping the water clean at 


develop Harmon park and construct a 


Marion, S. C. 


city 





No Lost Motion 


Cantilever is Adjustable 





How many times have you wanted an Ad- 
justable Chain Pipe Wrench for particularly 
tight places—one that wouldn't slip a little 
before it starts to grip when you need every 
inch of handle swing? 









To provide just such a tool the Adjusting 
nut is put on the CANTILEVER to be used 
when you need it in close quarters (you don’t 
have to touch it for ordinary work). It draws 
the jaw up snug to the pipe eliminating lost 
motion. CANTILEVER then grips quicker 
than ever—at the slightest pull of the handle 
in either direction giving you full handle 
swing. 












Every Chain Proof-Tested 







Ask Your Jobber 















Cantilever Wrench Corporation 
Paterson, New Jersey 
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Bath a Day M 

ath a ay ovement 

Vich the latest town to be added to those in 

which “The Stor f the Bath’ is being used as supplementary 

in the schools. The pies for 

on were furnished through the 

of Wm. A. Decker, Secre 

he Michigan State Association 


Heating Deale 





Ding md 
the first wa in which an 
} m help its members 1s to 
undertake fucationa } In fact, aside from good fellow 
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HE day is gone in business when the business man 
can make the famous remark which, it is said, 
to the 


Vanderbilt, the late railroad magnate made 
could be consigned to regions much 
With the word 


effect that the public 


warmer than our own “service” accepted 


as the soundest basis for presenting the sales message, 
there has grown a very real tendency to make the word 
mean something 

In other words, good merchandisers are coming to 


realize that while it is obvious that they are entitled to a 


profit for carrying the risks of business, it is true that the 


public may rightly expect something more than the bare 


product covered by the pure hase price This is the ‘‘serv- 


ice’ element in the sale— the intangible thing which the 


merchant throws in ‘‘for good measure.’ It may be in 
the form of advice, which aids the buyer in getting exactly 
what he needs And of late it has come to mean educat- 


ing the buyer in the mass as to the things he needs in 


order to raise his living standards 


yea The S&K. original Rainbow-. 
‘ “The Last Word” in Swinging Spout 
q Laundry Tray Faucets 








iy (Patent Pending) 


KARR ZAAZ 


* 


Yq Heavy pattern with 14-inch “Ground Joint” Brass 
S Unions. Special designed clamps, adjustable vertically 
and horizontally. Clamping bolts brass. Attachment of 
Gj 
¢ 


LA 


A 
—* 


clamps are to the extended body, below swinging spout 
High grade but not high priced 


KAS} 


NA 


2 


Write Your Jobber for Prices. 


STREET & KENT MFG. CO. 
1954-64 Clybourn Ave., CHICAGO, ILL. 
Manufacturers in Chicago since 1888 


ARAAIRARIRIIIASASASAX 


NA 


a 


ZS 








luw:s 


ENGINEERING 








October 10, 192 

In our industry, it means that if we educate the publi 
in the healthful effect of bathing, we may expect greater 
sales volume. ‘‘Wherever they bathe more, they buy more 
Also, wherever a 
child the habit 
service to the child and the community. 


far-seeing merchant teaches only on 


of frequent bathing, he has performed 


Poverty and crime are rooted in dirt—-in low livins 


standards——in lack of sanitary knowledge and equipment 
Teach your community the effects of frequent bathing and 
as more people become convinced by your message, thers 
will be a greater use of the equipment you sell. 

Get back of the Bath a Day 


“Wherever they bathe more, they buy more.” 


movement. Remember 


WISCONSIN HAS LARGE NUMBER OF BATHTUBS 
There is no great army of the unwashed in Wisconsin 


not by a long way. Figures recently announced showing 
that the state has more bathtubs per capita than any other 
state in the union find confirmation among Milwaukee and 
they know, for they installed 
Wis 


of population, is due to some extent, to 


Wisconsin and 
them. No doubt the 


consin, per unit 


plumbers 
large number of bathtubs in 
the fact that the state has more home-owning families than 
any other in the union, per capita, and nothing is too good 
for one’s own family. 
Wash., 
bonds for a 


$100,000 
will 
improvements to the 


Eatonville, has just voted a issue of 


building which include 
a new grade and 


high school and gymnasium. 


school program 


school extensive 
Williams & Gibson, Portland, Ore., 
fifty-three apartments at 461 


Realty 


are installing plumb- 
East Washington 
company. The 


ing in 
Lincoln 


street, for the 
amounts to $12,500. 


contract 











If we have it 
you can 
bet it’s right 








Pe ewe 


Lucky Strike Drain Board Mats 


No housewife who ever used a rubber drain 
board mat and learned its many advantages 
would be without one. Its use saves chipped 
and broken dishes and reduces the annoying 
rattle to a minimum. 





Lay in a small stock of drain board mats— 
put a few of them on display and you'll soon 
have an increasing over the counter trade 
which will also develop more plumbing pros- 
pects for you. 


Made of soft moulded rubber, corrugated on 
both sides and a raised edge on top. They 
come in three sizes—14”x18”", 16”x22” and 
18”x24”—packed in individual cartons. 


Ask Your Jobber 











Lavelle Rubber Company 


320 W. Illinois St. Chicago 
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ID you ever hear the term ‘“‘in- 
7 fighting’? No doubt you've read 

it in the reports of boxing matches in your daily 
paper. Of course, we always play up the spectacular 


knock-out blow which ends the battle, but it is seldom that L 
one blow does the trick. 

That blow effect 
lighter blows which went before, 
the resistance of the opponent and bringing him to that 
point of exhaustion where one heavy blow will take what’s 
left of resistance out of him. 

So it is with the selling problem which faces the retail 
When you hear that a man has landed a good 


one has its because of hundreds of 


gradually wearing down 


merchant. 


contract, the chances are that it wasn’t the result of one 
single effort. Long before the contract was thought of, 
that merchant was wearing down sales resistance. He was 
“in-fighting.’’ He was establishing his name in the mind 
of the man who finally comes to him for service. 

The good merchandiser misses no least opportunity to 


put in a good word for himself and his services. He knows 
that he can seldom put over, say in one advertisement, 
thought that will bring the public flocking to his doors. 
They come to him because over a long stretch of time they 
have had his name called to their attention. 

So we devised the Blackboard Epigrams as one more 
way of calling your name to the attention of the passerby. 
Hung up in front of your store, the blackboard is bound 
attract attention it will unusual. The 
epigrams, with their brief, witty comments on life in gen- 
eral, will read. They will and 
peated. And your name will be repeated connection 
with them. 

What’s the result? A 
and you will be thought of because you will, perhaps, be 
the one plumbing or heating merchant in town who 
consistently calling attention to yourself. And, in 
you will be building up a reputation for saying unusual 
things. Another thought: If you use newspaper 
ing, just insert an epigram each time down in the corner. 
Say, ‘‘Andy ”’ or whatever your first name may 
and put in one of the epigrams. 

Below are seven for this week: 


a 


to’ because be 
remembered 


in 


be be re- 


need for your services arises 
is 


a way, 
advertis- 


says, be, 


An opportunist is a married man who talks in his sleep. 
* * * 

If only we remembered favors as we remember injuries. 
* * od 


No greater test of honesty has been devised than fishing. 
* * a” | 





No man ever fishes for the truth. 
* * - | 
A flighty girl isn’t necessarily an angel. | 
* + * 
The poorer the man, the less desire he has to have holes 
in his pockets. 
* ” * 


7 . : . : | 
The best fishing is always on the other side of the lake. 
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FITS ANY 
ANGLE ROOF 


The Overton Roof Flash- 
ing makes a joint both air 

and watertight, on any roof 
from flat to half pitch. 


Adjusts itself readily without turn- 
ing or twisting. Adaptable both to 
standard and extra heavy soil pipe. 
Approved by plumbing inspectors 
\% Pitch everywhere. 
Manufactured by 

Butler Manufacturing Company 
Minneapolis, Minn. 




























Eureka Smoke Test Machine 
For testing and disclosing 
leaks in plumbing waste 
and vent systems. 

Height - - 15” Will fill entire system with 

Diameter - - 9” smoke without forcing seals 


of traps. Leaks immedi- 
ately located. 


Weight - 15 Lbs. 


Simple and safe in opera- 
tion. As readily portable 
as a plumber's furnace and 
as indispensable in every 
plumber's outfit. 


Endorsed by Plumb- 
ing Inspectors and 
Sanitary Engineers 
everywhere. Send for 
descriptive folder. 


BAILLY FARRELL MFG. COMPANY 
PITTSBURGH, PA. 
Huntington, W. Va. Charleston, W. Va. 











Hanna Ball Joint 
Pipe Hanger 
Guaranteed Strongest Made 


The ‘Ball 


Hanger 
Pipe can 


Joint” Pipe 


swings in any direction 
be adjusted higher or lower without 
removing hanger 


Made of malleable iron. 


Write for ‘‘Our Silent Salesman” 


The Penn Engineering Co. 


312 Cherry Street, Philadelphia, Pa. 











FUEL OIL TANKS 


Underground or for Basement Installa- 
tion. Special Prices on Standard Sizes. 





























————— — —— - — 7 

MORRISON r MORRISON BROS. | 

BROTHERS | DUBUQUE, IOWA | 

1 : ! 

“Oil Equipment | Gentiomean: | 
Headquarters’’ | Please send me booklet containing prices 

and descriptions of your fuel oil equip- | 

Dubuque - Iowa I pent \ 
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— NAME | 
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SIMPLEX 
TEN YEARS 
AHEAD IN 
THE GAME! 


Installed in Thirty Minutes 


Where simplicity and economy is 
the prime factor, or where oil or gas 
is used for fuel, the Simplex Tank in 
Basement Equipment will fill the bill. 

The hundreds of thousands of pres- 
sure systems in operation should be 
sufficient evidence to the most skep- 
tical that the pressure system is logic- 
ally correct. 

The saving in money for the Heat- 
ing Contractor between installing the 
Simplex Tank in Basement Equipment 
and the gravity system should prove 
an interesting feature. 

Sold under the recognized five-year 
guarantee of the D. & T. Mfg. Co. 
Write for booklet. 


D. & T. Manufacturing Co. 
3009 La Salle St. St. Louis, Mo. 


Aim SEALED 











Truck handles 

quickly an¢ 

any four men using th 
old-time metho 

it on your payroll, It will 
be the best “hired help 
you ever had Sturdy 
constructed for hard ser 
vice. Gives ple 
satisfaction Let the 


WEIGHT 
76 POUNDS 


your work and save 


Unitep STATES RADIATOR CORPORATION 
Distributors 
MADE RY 
D. & T. MFG. CO. 
3001-3009 LaSalle St. St. Louis, Mo. 
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_ Have you any used | 
tools? 


No doubt you have. Chances 
are, they are lying somewhere 
around your shop. Possibly 
new tools have replaced the old. 
These old tools will bring you 
dollars if advertised in the “For 
Sale” columns of DOMESTIC 
ENGINEERING. Some 


plumber in another locality may 
be waiting to obtain these tools, 
in good condition, at reduced 
prices. The very low rate of 8c 


per word makes the Classified 
Page a good buy. 





NEERING when writing advertisers. 
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BY THEMSELVES! 


THEY GROW 


Two friends, who had not en each other for I tin 

et on the street. 

“Bill,” said Jack, “I hear you went into the jewelry busine 

er in Cincinnati last year and made $40,000." 

“Well,” said Bill, modestly, “that isn’t quite correct It was 

Cleveland, not Cincinnati It was a shoe business, not a 

ewelry business The amount was $4,000, not $40,000 I 

dn't make it, I lost it!” 

L R. M. CLEVELAND 

Talk about casting your bread on the waters and having it 
ome back sponge cake. Fortunately that story got started 
ight Think of the plight of poor Barney a friend of 
urs 

Barney went into the business with a couple of thousand 
lollars he had saved up. He had the usual strugale, and 
at about the end of the first year he lost a small sum of 
money, $50 to be exact, on a job because his office girl, in 
typing out an estimate, made a mistake. Meeting a friend 
on the street, he said, “Makes me sore. That darn girl cost 
me $50 on the job.” 

Three days later, after the story had passed through several 
hands, a man dropped in on one of Barney's creditors and said, 
“T hear Barney dropped $5,000 on that last job of his How 
much does that let you in for?” Within a week, six of 
Barney's creditors descended upon him and demanded pay- 
ment of bills totaling about $62.75 Barney had just paid 
off and didn't have that much money in the house Before the 
lose of the day the sheriff had closed him up 


had that day 


office and 


When he got h his wife 


filed suit for divorce, naming the girl in his claim- 


ing that he had spent $5,000 on her in three months. 

The next day he was served with papers in a slander suit 
filed by the office girl who claimed that he had declared to 
friends that she had stolen $500 out of the cash register 
efore the day of the trial, Barney had to fight every male 


member of her family, each of whom was bent on altering his 


icial expression, 


When his bank heard of the matter, he was asked to meet 
a small note which would haz 
except that the bunk had heard that Barney had been quietly 
fits with 
bankrupting it, and that at a conservative 
had $5,000 salted away 


heen extended indefinitely 


taking the pro out of the business the intention of 


estimate he alread 


The lawyer who handled the two suits against Barney 
heard from reliable sources that for two years Barney had 
been depositing money in some out-of-town bank. He put up 

brilliant defense in both suits, won them, and then charged 
Barney $7,500. 

Barney's old customers followed the newspaper reports 

ith indignation and when Barney again opened his shop 

fused to have any dealings with him As one of them said, 

You must have been making a nice profit off of us on your 

Is to be able to pay a lawyer $15,000 to defend you.” 

t was three years before Barney ceased to receive mail 
from every sort of get-rich-quick scheme in the country 
which made a practice of circularizing men who were suf 
posed to have a great deal of money. 

The whole ridiculous situation was made more ridiculous by 
fact that the bill Barney collecged for the job on which 
had lost $50 was $132.50, and it took him a year to get 

hat amount. oS me » 
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Practical 
Manual 


Gives not only the details 
of the methods of con- 
struction, design and 


(sFEegi i 


— 


installation of heating 
systems, but also com 


pletely explains the prin 
ciples upon which they 
are based clearly 
that any heating man 
can understand it. 


A Few of the Many 
Things It Explains 


The Practical Manual explains all the funda 
mental laws governing boiler and radiator heat. 
It begins with the chimney, an important item 
in the successful operation of a plant, and ex- 
plains all the elements that affect the draft. It 
gives various methods of figuring radiation; ex- 
plains what causes heat loss and how to deter- 
mine the amount of radiation to counteract this 
loss. 


so 





It explains and illustrates in detail the construc 

tion of boilers, showing the evolution of heating 
boilers. It explains the different effects ob- 
tained by using coal as fuel and how to figure 
the results to be obtained from a given boiler 
with a given quality of coal. 


It explains the heating value of various kinds of 


fuel. It contains a valuable chapter on radia- 
tors. Vapor heating systems are described in 
detail. The fundamental principles on which 


all vapor systems are based, are given. Vapor 
pump heating systems and Vapor-Vacuum Sys- 
tems are analyzed and described. 

The book is illustrated throughout. In some 
cases, in order to illustrate the subject, an entire 
layout of a house has been made. It states so 
simply the reason for each step and explains it 
so clearly that any steam-fitter or plumber can 
properly measure up a house for heating. It is 
the only complete book on vapor and vacuum 
heating. 


Price $3.00 Postpaid 


Published by 


Domestic Engineering 


BOOK DEPARTMENT 


1900 Prairie Ave., Chicago, III. 














DOMESTIC 


You Can Sell The 
Health-o-Meter 


Automatic Bathroom Scale 





And, to make it easier, we have prepared an 
assortment of cuts, folders, streamers, dis- 
play cards and other effective Sales Helps 
which we furnish without cost. The above 
illustration is one of the many Health-O- 
Meter cuts contained in this series. 


Write for full particulars 
CONTINENTAL SCALE WORKS 
Gano  ™ ae ILLINOIS 


Dept. 68K 


BXXMKK KK KKK KKK KK KK OO 


GERSTEIN S308 

BOILERS 

a guaranteed product 
Every Gerstein Boiler is built to provide a 
real source of profit for the plumber and to 
give permanent satisfaction to the user. Any 


size, capacity or test in Vertical or Horizontal 
Boilers can be furnished at short notice. 


Write For Details 


GERSTEIN BROS. & COOPER 


1-3 W. Third St. - SO. BOSTON, MASS. 
BATH TUB 


PORCELA sxe, 


WEI expressly for cleaning and 
preserving the luster of 
| attests ems bb aathaacn 











Whe 


Thousands of contracting plumbers 
use PORCELA and recommend it 


to their customers 


If you do not have PORCELA 
in stock order from your jobber 


Write today for descriptive matter 


PORCELA-RADAX COMPANY 


PITTSBURGH, PA 


ENGINEERING 


October 10, 192 


PATENTS 


Plumbing Department 


1,553,067 Method of Softening Algernon R 
New York, N. Y Burnett 
The method of softening water consisting in 
first the 
high pressure, collecting the water from the conduit and 


Water. 


Burnette, assignor to A. R 


Corporation 


delivering water to a conduit at substantially 


heating it substantially to a boiling temperature at such 
pressure, then filtering the water at such temperature and 
then bringing it into heat-transfer relation 


pressure, and 


to incoming cold water in said conduit. 








‘? 

iv 
roi? 
iL 


g@ 


1,553,067 1,552,925. U 


1,552,925. Soldering-Iron 
Peekskill, N. Y. 
compressed into the form of a rectangular block, an an- 
gular groove on each side longitudinally of the block, and 


Cake. Coleridge W. Hart, 
A soldercake consisting of a salammoniac 


non-corrosive points secured in one side of the block. 
+ . * 

1,553,437 
Mo. A 
sisting of a seat ring, supporting frames hinged to opposite 
sides of the ring and of greater length than the diameter 


Portable Toilet 
portable seat 


Seat. Walter J. Diehl, St 


Louis, of the class described, con- 


of said ring whereby when the frames are folded in oppo- 
flat plane the free ends thereof form 
horizontal 


site directions in a 
supports lying in a plane to engage a seat of 
larger diameter. 

-~ 3 
KD 


- 


i. ™S 5 


‘ 
‘ 
‘\ 
oe 


1.953,447 


Parkers 
a spring 


Faucet. James Madison Jackson, 


A self-closing faucet having a body, 


1,553,447. 
burg, W. Va 
closed valve in the body, a handle for opening the valve 
and co-acting cams controlling the valve and comprising 
the handle, a 
with the handle and turnable therewith a sleeve connected 
with the body and fixed relative thereto, said sleeves hav 


a sleeve connected with sleeve connected 


ing inter-fitting projections and recesses of approximately 
V-shaped form, one of said cams having notches adjacent 
but slightly spaced from the bottoms of its recesses, said 
notches providing seats adapted to receive and hold the 
projections of the other cam when the handle is shifted 
to engage said projections with said seats, said valve being 
held the pro 
jections are engaged with said seats, said projections and 


releasably in partially open position when 
said seats being designed so that the projections will ride 
down over the seats when the handle is released with the 
valve in fully open position. 
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1,553,616. Valve 








Hydraulic Flushing 








Tanks. Mark W. Johnson, Atlanta, Ga In a hydraulic 
tlushing valve means for closet tanks, a flush valve seat, 
1 spherical float valve adapted to co-act with said seat, 
marginal means to freely guide said ball to and from 
its seat, and a manually operable valve adapted to close 
; Fd 
— 
1 1,553,616 
the flush valve port as it engages and unseats the float 
ball, said valve seat having an overflow pipe port and 


said valve means having an element adapted to blank off 
said port when in position to unseat the float ball. 
+ ” . 

Closet Valve. Frank V. Miller, San 
In valve mechanism for flush tanks the com- 
tank having a discharge opening and an 

the discharge opening, a 
means 

the 
the 
water 


1,554,019. Fran- 
Calif. 
bination with a 
intake, of valve controlling 
valve controlling the intake, 
ically when the water level in 
determined point 
opening said valve when 


cisco, 


operating automat- 
tank 
intake 


lowers, an 


reaches a pre- 
for 


operating 


closing valve and 


the 


for 









































between said 


connection 


tank 
and 


the means of 
operating member the discharge valve providing for 
opening of the discharge upon the 
operating member, a notched member connected with said 
adapted to extend into said 


member on 


valve movement of 
last-named means a member 
notch upon opening of the discharge 
notch member will hold the discharge valve in open posi- 
tion, valve operat- 


valve whereby said 
means operated by movement of intake 
ing means for moving said notched member out of position 
holding the discharge valve open and a weight depending 
from one end of said notched member. 
al a . 
1,554,265. Closet-Flushing Elrod, 


Apparatus. Henry E. 


Dallas, Tex. A valve of the class described comprising a 
casing, a pressure plate and a valve head rigidly con- 
nected and longitudinally displaceable in said casing, 
means connecting said valve to a tank and a source of 


said valve acted the 


water 


supply, head being upon by 
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WORTHINGTON TYPE A-1 
OIL BURNER 


Passed by Underwriters Laboratories 


A proven oil burner, with an 8-year service record, carrying 
the approval of the Underwriters Laboratories, selling at a 
price within the reach of all-—-that’s the Worthington Type 
A-1 Oil Burner. 


Thousands of Worthingtons are in use heating homes of 


five rooms up to apartments of 75 and 100 rooms-—giving 
clean, economical, convenient heat. 
The Worthington Type A-1 











turns down low for spring and 


fall or gives intense heat on 
wintry days. All heat di 
rected to the side walls, heat 


ing the walls all the 
If 


way up 
no one is representing this 
proven, approved 
burner in your city, 
write today for at 








tractive dealer pro 
for onl posal. Applications 
My considered only 





from companies ot 





persons of good 
standing. If you 
qualify, write or1 


wire today. 


x oe Pee o 


WORTHINGTON 


Burner Company 


3920 East 19th Street Kansas City, Mo. 











The Sterlco Thermostatic Trap 


The radiator trap that makes satisfied 
owners and tenants. 

The STERLCO radiator trap is the re- 
sult of eight years of study and experi- 
ment to attain a perfect radiator trap. 
Into the STERLCO trap is built 
STERLCO quality and STERLCO 
service. When you specify STERLCO 
Products you are specifying products 
with a conscience behind them. 


STERLING ENGINEERING COMPANY 
1626-44 Holton St. Milwaukee, Wis. 


Representatives in all large cities 
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(Make More Business 


Suburban Homes, Camps, Schools Need Good Plumb- 
ing and Proper Sewerage Disposal. It’s easy if you use 


San-Equip Septic Tanks 


made of 14 ga. Copper Iron,— 
welded, water tight and rust-proofed 
by Plastic Enamel melted on,—15 yr. 
service guarantee—perfect to a T. 
Do a quick, easy job with this light 
weight, compact sewage tank 
Prices most reasonable. Order 
at our risk, giving jobber’s 
name, or ask for circulars. 


* CHEMICAL TOILET CORP. 
2654 Liverpool Road, Saline Sta. 
Syracuse, N. Y 


Nes yy, 
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No “or equal” Pipe 


For carrying acid wastes there is no pipe comparable to 


Duriron —no “or equal 


This is because Duriron alone is universally acid 


resistant 


Duriron is installed the same and as easily as cast iron 


soil pipe, and is interchangeable with it 


Duriron pipe ends the customer's trouble, and it increases 


the plumber 8. pooht 


Duriron is produced only 


7 DURIRON corn one 




















Johnson Burners 


make good 


Proven by twenty years’ success 


You get the benefit of our experience 






Simple to Install 
Burns the Cheapest Oil 
Plans and Directions Furnished 


Ask for latest bulletin, No. 28D 
a valuable booklet describing 


Johnson Improved Rotary Burner 
Type 22 for Heating Plants 
Main Office: 
Ss. T. JOHNSON CO. 


940-950 Arlington St., Oakland, Calif. 
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HonevweiL® 


The new Honeywell No. O Junior Heat Generator builds up and maintains pressure in bungalow types of hot 







plants. 


pipes shooting up to the ceiling 








water plants where heater and radiation are on the same level. 
proven so successful in our Standard and Tank-in-Basement models is thus applied to small hot water heating 


The No. O Junicr Heat Generator is easily and quickly attached to the expansion line. 
the Junior Generator and pipes are concealed back of the heater. 
install the Honeywell Junior as a part of every Arcola system? 


THE HONEYWELL HEATING SPECIALTY COMPANY - - 
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pressure of the water in said tank and from said sourc: 


of supply, a water trap normally acting upon the pressure 


plate and means for permitting the water to escape from 
said water trap to allow the valve to open, substantially 
described 
a7 ao * 

1,554,856. Test Fitting for Plumbing Systems Ed 
ward Kennedy, New York, N. Y. In a test fitting for 
plumbing systems, a cylindrical casing member having 
an internal valve seat adjacent to one of its ends and a 
hand hole in its side wall, a closure plate for said hand 
hole provided with a central threaded aperture through 


it, a plug positioned in the threaded aperture in said plate 
inner 


said valve 


having extending guide members on the 


side of the 


inwardly 


plate, a valve adapted to engage 


seat, a rearwardly extending arm on said valve slidingly 


plug, a lock nut 
for holding the 


guide members on said 
end of said plug 


valve 


mounted in the 


on the upper same in a 


position whereby said will properly with 


and 


co-operate 


the valve seat in said casing, means for moving the 


valve into and out of engagement with said valve seat, 


and further means for maintaining the valve in or out of 


ement with said valve 


seat. 


engag 








1,554,265 





1,554,775. 


1,554,775. 
Ohio. A 
a closure 


Toilet Float. Arthur W. Ayling, Toledo, 
float embodying a mounting section, and 
flange and the other 
sated against one flange 


hollow 
section, one having a bent 


having a straight flange, a ring se 


cella llatless” 
hee Water. _—» 
eating systems 





The universally accepted principle that has 


unsightly 
Why not 
Descriptive circular mailed on request. 


Wabash, Indiana 


No extra, 
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nothing but a 2-cent stamp. 


BAREHAM & 





Are you one of the seven thousand 


plumbing and heating contractors who have seen The Plumbers’ and Steamfitters’ 
Price Guide save them time and money on every estimate? 
full particulars regarding this valuable book, with its 3 
and selling price data and up-to-the-minute revision service, 


SAUNDERS is 


let us send you 


If not, 
material cost 


You risk 


KX) pape Ss ot 


right away 


Rochester, N. Y. 


Mail the Coupon—NOW! 
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COST PRICES ARE PRINTED IN BOOK 
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Sump — Boosters 
| Swimming Pool 


Fig. 194-C illustrates 
Midget Sump Pumpwith 
1” connections, to fit into 
a standard 18" tile 





G.P.M. Head Speed H.P. 
10 10 1750 “4% 
20 20 1750 Vy 


Send for Bulletin No. 
120-A. 











Manufacturers 
agents calling on ar- 
chitects and plumb- 
ing contractors inter- 
ested in this line 
should communicate. 


TABER PUMP CO. 
BUFFALO NEW YORK 
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SELLING PRICES ARE PRINTED IN BOOK 
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BAREHAM & SAUNDERS 








366 East Main Street, Rochester, N. Y 
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& Please send me full information 
regarding your Price Guid 
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The Narrow 


Easy-Cutting Dies 


For Threading Pipe 







No. 234, Ready to Cut 
Capacity, 4 to 
right and left 


without a 


2 inch, 


Leader Screw 


This is just one point in regard to the 
“BUCKEYE” DIE STOCKS 
Made by 


THE HART MFG. CO. 


2316 EAST 20TH ST. CLEVELAND, OHIO 
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of Oil Burners for 


Ships, Locomotives, 
Blast Furnaces — 


Nozzle Construction 


DOMESTIC 


Built on principles 


Thirty years ago the oil burner was a success in ships, 
locomotives, blast furnaces. The principles on which 
these burners are built were incorporated in the Com 
bustion Fuel Oil Burner for domestic use over six years 
ago. They have made the Combustion one of the out- 
standing successes in the oil burner field. 


The nozzle type construction permits burning of low 
Results in greater simplicity of 
There are only two moving parts 
It is simple to install. Abso- 
Requires mini 


gravity fuel oil. 
burner throughout 
in the Combustion 
lutely safe Completely dependable 
mum of servicing 


Let us send you complete facts today 


The Combustion Fuel Oil Burner Co. 
Subsidiary of Milwaukee Air Power Pump Co. 


6 Keefe Avenue Milwaukee, Wis. 


Combusti 
fie Combustion 








The Genuine 
Alt ICK PRESSION 


Compt 

pp ee See 

OMK PLXTUure 
Original CENTRAL Design 
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CENTRAL 


BRASS MFG.CO. CLEVELAND 
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to form a channel, and a gasket in said channel, one of 
said section flanges being foldable over the gasket in the 
channel and the other section flange to effect a sealed 


joint assembly of the sections. 


Heating Department 


Attachment for Radiators 
A device of the character 


1,553,828 Dish-Warming 
Mario Lombardi, Naples, Italy 
described, including in combination a radiator composed 
of a plurality of units, internally threaded bosses at the 
four corners of the radiator, a warming casing, an inner 
chamber supported in spaced relation to the top and bot 
tom of the end walls of the chamber so as to leave a 
heating medium circulate, 
downwardly from 


space through which a may 


threaded bosses projecting 


the upper surface at the four corners of the warmer for 


interiorly 


engagement with the bosses on the end units of the radia 
tor, exteriorly threaded nipples engaged with the regis- 
tering boss for establishing communication between the 
end heating units and the space next the chamber within 
the warmer and for rigidly fastening the casing in posi 
tion on the radiator, substantially as and for the purposes 
set forth 
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Heating and Ventilating Means for, Build- 
Harry E. Campbell, Md., assignor to 
Metal Window Corporation, Baltimore, Md., a 
corporation of Maryland. A box frame for windows and 
like Openings, provided in its interior with pipes or radia- 
tors to receive a heating medium, and having openings at 
its lower and upper parts for ingress and egress of air; 


] 553,507 
ings. saltimore, 


Campbell 


and a double-glazed sash frame mounted in said window 
frame and having openings through its sides communicat 
ing with the open spaces of the window frame, through 
which to receive heated air from the latter. 


* * * 
1,554,141. Oil Burner. Arthur W. Terry, Portland, 
Ore. An oil burner comprising a burner body having 


inlets for steam and oil, a having communication 


pipe 








with the inlet for steam rigidly mounted on said burnet! 
body having a tip at its outer end, a valve in said pips 


inwardly of said tip, a larger pipe having communicatio! 






































October 10, 1925 DOMESTIC ENGINEERING 105 





Every Home With Steam or Vapor Heat 
Should Have a 





pe ae a 


ae aR 


Sell it to your customers who have 
steam or vapor heat. 





It competes in no way with the 
sales of other water heating appara- 
tus. The profit you make on it is so 
ge much velvet. 


Installed outside of the boiler. 
Does away with the fire pot coil which 
easily burns out and which tends to 
deaden the fire and obstruct combus- 
tion. 


Consists of a cast iron shell with a 
No. 20 Stubbs Gauge copper coil. 
Lead gaskets used, no packing nuts. 
Equipped with unions. Cannot get 
out of order. Easily installed. 





Furnishes a constant supply of hot 
water for domestic use at a tempera- 
i ture of about 160 degrees, with no 


| oe noticeable increase in fuel bills. HE \Tez 
4 ee Gas rates are increasing all over the Cle VEL ‘ 


fe | country. Your trade will appreciate 
this heater. 


ver er 


——) 
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Showing Typical Installation 


Let’s Go! 


THE HOTSTREAM HEATER CoO. 


‘‘Makers of Heaters That Heat’’ 
CLEVELAND, OHIO 
Branch Offices: New York, 210 E. 45th St. — Chicago, 627 Washington Blvd. — Philadelphia, 892 Drexel Bidg. 


Manufacturers of a Full Line of Gar and Kerosene Heaters—-Standard, High-Grade Products Built to Give Lasting Satisfaction 
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The beauty of the 
CoNEMAVGH wall 
lavatory is further 


enhanced by the 


use of the enam- 
eled pedestal leg. 


“CAUSES 


CoNEMAVGH [RON WORKS 
LATROBE,PA. 
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with the inlet for oil slidable relative to the burner body 
telescoping said smaller pipe and having a tip at its outer 
end normally abutting the tip of the smaller pipe whereby 
oil entering the nozzle will pass around the steam pipe 
and be heated thereby, and a coiled rod-like 
element interposed between the pipes, substantially as set 


forth. 
ca * * 
1,554,384. Machine for Threading Pipe. Julius Stein- 
metz, San Francisco, Calif. A machine for threading the 


ends of sheet metal piping, comprising circular dies each 








thicknesses, 
the 
said 


different 


dies 


ribs of 


of 


consisting of a plurality 
means for rotatably supporting 
supporting 
the 


dies 


said one above 
engaged 


relative 


between 
to the 
threads 


pipe 
pipe 


means for 
and 
rotation 
of said 


other, 
moving dies 
the 


dies. 


dies, means 


during of to form spiral on 


rotation 
* + * 

1,554,484. 
Barber, Fresno, 


Ventilating and Heating Device. Lewis R. 
Calif. <A ventilating and heating device 
outer casing; inner casing mounted 
casing; an air passage mounted within 
burners mounted below the inner 


comprising 
the outer 


an an 
within 
casing 
a gas 
said gas passage 


the inner casing; 
heating said inner casing and the air 
passage nounted within the inner casing, 
communicating with the between the air 
and the inner through opening 
top of the gas passage whereby combustion products from 
the burners may be drawn upwardly past the sides of the 


for passage; 


space passage 


casing passages into the 


air passage and into the gas passage; an outlet passage 
connected to one end of the outer casing and communi- 
cating with a room; a fan mounted in connection with 


the opposite end of the outlet casing and adapted to force | 





a current of air past the inner casing and gas passage and 
passage and outlet passage to the room 
regulating the temperature of the 
and a gas vent to the gas passage and 
extending outwardly therefrom through the outlet passage 
and carried outwardly through a side of said outlet pas- 
from the casings whereby 
further 


through the air 


for ventilating and 


room: connected 


sage at a point relatively remote 
through the outlet 
with said vent. 

a * * 


air moving be 


heated 


passage may 


by contact 
Bailey, 
Company. Ina 
and the like, the 
one end of the 


Feeder. Harrison E. 
Electric 
burners 


Powdered-Fuel 
General 
fuel 
a tube 


054,701. 
Pa., 
mixer 


Erie, to 
fuel 


combination 


assignor 
for 
of a 


powdered 


casing, sheet at 


casing, 
casing in spaced relation to each other, one end of each 
tube in the sheet, means closing 


being supported tube 
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When 


are you going to cash in on 


KALAMAZOO 


Popularity? 


Hundreds of enterpris 
ing plumbers have 
found that _ these 
trouble-proof KALA 
MAZOO Water Supply 
Systems are one of 
their best paying lines 
Why not profit by 
their example. Write 
for full particulars 
at once 


NATIONAL WATER LIFT CO. 


Kalamazoo, Michigan 
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BRONZE 
\DRAIN 
STRAINE 
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a plurality of tubes arranged side by side in the | 











DAMS W 


ENAMEL AND PORCELAIN 
COMPOUND 


A New Product by an Old Concern. 


Cleans away most stubborn stains 
and restores a high lustre without 
danger of injury to surface or hands. 


Use it yourself—keep it in stock— 
recommend and sell it to your cus- 
tomers. Send for a free sample and 
try it. 


B. T. BABBITT ance 'isss 
15 West 34th St., New York City 


Once tried your 
customers will use 
other. A 
repeat seller. Order 
through your 

jobber. 
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ELCO-LIGHT Water Systems 
are gear-driven—no belt to slip 

or break. They are equipped with 
small tanks, assuring easier instal- 
lation and greater efficiency. They 
meet all service conditions—deep 
well or shallow well-—electric current 
from central stations or farm electric 
plants. Write for complete catalog. 


DELCO-LIGHT CO., Dept.Q—18 
DAYTON, OHIO 
Subsidiary of General Motors Corporation 


DELCO ‘LIGHT 


WATER SYSTEMS 























Bath a Day ms 


Bath a Day Stickers. 114" diam., orange and 
black, to stick on letters, bills, etc. 45c per 1,000. 

Bath a Day Buttons. 7%" diam., 
$1.75 per 100. 

Bath a Day Signs. Orange and black, 634” 
diam., for windows, windshields, etc. 10c each. 

Bath a Day Posters. Orange and black, 21” 
diam., for windows, billboards, etc. 10c¢ each. 

Please send check with order. 


DOMESTIC ENGINEERING, 1900 Prairie Ave., Chicago 


Helps 


with pin. 











DOMESTIC 


Wee ® | 
Twas 
Ae ’ 





Every Furnace Owner 
Needs A 


“LITTLE JANITOR” 
FURNACE CLOCK 


This simple, positive and 
inexpensive furnace clock 
operates the draft of any 
furnace—perfectly. It is 
guaranteed for one year 
but with reasonable care 
will last for several. 
Thousands now in use, 
giving perfect satisfac- 
tion. Write your jobber 
or us for details. 


TILLERY’S LITTLE JANITOR 
CLOCK CO. 


Nn he 
OF gen 0 Ams Pager 





164 Market St. Newark, N. J. 








Reduce 
Heating 


for your customers 
and make a nice 
profit for yourself. 


It’s easy——with POR- 


Q-PINE Coal Savers. 
SIMPLE - EFFICIENT Write for full details 


\ \RZe ite tare) NOW 


POR-Q-PINE 
“COAL SAVER” 


TRADE MagK 








Thoroughly Scientific. Easily Installed. 
Results Guaranteed. 


MODERN EQUIPMENT COMPANY 


64 Grove Street New Haven, Conn. 


The Latest Improved Fire Pot No. 91 


Tinners and Plumbers can use No. 
91 gasoline Fire Pot for inside work 
or outdoors in extreme cold and 
windy weather. It will heat a 
large pair of soldering coppers and 
melt a six-inch pot of metal quickly. 
No. 91 has the latest improved 
burner, having great generating 
power and burns low grade fuels 
perfectly. The tank and top section 
are of steel and extra strong 
Jobbers supply at factory prices. 
Get a Catalog. 


Clayton & Lambert Mfg. Co. 
6246 Beaubien St., Detroit, Mich., U.S. A. 


No. 91 Fire Pot 
Ask for latest price. 
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Feeders That Feed 


the house 
heating boiler 


Nason 
Immersed 
Valve 
' Feeders 
They insure the water level. 


Nason ManufacturingCo. 


Established 1841 
71 Fulton Street os NEW YORK 
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| the other ends of the tubes, a conduit connected to the 
casing through which air and fuel may be supplied to the 
| spaces between the tubes, a conduit connected to the end 


of the casing adjacent to the tube sheet for supplying air 
to said tubes, said tubes being provided with openings 








in their side walls for the discharge of air, and a conduit 
connected to the casing at the end remote from that at 
which the tube sheet is located for conveying away the 
mixture of fuel and air. 
* - . 

1,554,669. Reamer and Shaper. Everette A. Watkins, 
Wichita, Kans., assignor to The Watkins Manufacturing 
Company, Wichita, Kans. A reamer comprising a shank, 


an arbor, a head between the shank and the arbor, a 
reaming tool on the arbor mounted against rotative or 
longitudinal movements, cutting tools carried by head, 
each cutting tool having an edge disposed at an angle 
different to the angle of the cutting edge of the remaining 
tools, the tools being grouped about the axis of the arbor, 


| each tool mounted for longitudinal and radial adjustment. 


. * * 


1,554,784. Hiumidity and Temperature’ Regulator. 


| Willis H. Carrier, Buffalo, N. Y., assignor to Buffalo Forge 
| Company. In a humidity regulator, the combination with 
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1,554,784 O m 


| a humidity supply system, and a valve operable to control 


the action of said system; of a rocking lever for effecting 


| the operation of the valve, and thermo-responsive ele- 


ments independently influenced by different temperatures, 


| and connected to the lever at points unequally separated 


lengthwise of the lever from the pivotal axis of said 
lever, the movement of the lever being dependent upon 


| the relation existing between said different temperatures. 
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Classified Advertisements 


8 cents for each word including heading and address. Count seven words for keyed address. Minimum $2.00 for 
Cash must accompany order. should reach us - Monday morning. 


each insertion. One inch $4.00. 





Situations Open 


WANTED:—Several experienced sales- 
men by a prominent manufacturer of 
boilers and furnaces. Liberal compen- 
sation and splendid opportunity for ad- 
vancement. In applying, state age, 
experience and pre sent employer. Ad- 
dress Key 447, “Domestic Engineer- 
ing.” 1900 Prairie Ave., Chicago, III. 


SUMP PUMPS: WE ARE INTERESTED 

in reliable manufacturers’ agents 
calling on plumbers and architects to 
handle our line of sump pumps on 
commission basis. Particularly inter- 
ested for such representation in New 
York, Pittsburgh, Cincinnati, Philadel- 
phia, Detroit and other large centers. 
Send full particulars in writing as to 
experience and extent of territory cov- 
ered in person. Address Taber Pump 
Co., Buffalo, N. Y¥. 


SALESMAN FOR HIGH GRADE LINE 
of specialties and staples for New 
York State and Western New England. 
Also state of Florida. Address Cooper 
Sanitary Mfg. Co., Philadelphia. 


MANUFACTURER OF PIPE FITTINGS 

requires services of competent sales- 
man, one who has had experience in 
the line and one who can produce 
results. Address Key 451, “Domestic 
Engineering,” 1900 Prairie Ave., Chi- 
cago 10-3/24 


PLUMBERS AND HEATING MEN 

wanted. To sell and install our Grav- 
ity Oil Burners for heating. No high 
power contract. We shoot square. 
Kconomy Oil Burner Co., Webster 
City, Iowa, 


For Sale 


FOR SALE: ESTABLISHED PLUMB- 

ing and heating business in growing 
mid-western college town, reasons for 
selling given to interested parties. 
Stock and fixtures will invoice about 
$5,000.00, good location, showroom and 
shop. Address Key 45¢f “Domestic 
Engineering,” 1900 Prairie Ave., Chi- 
cago. 


FOR SALE—FULL EQUIPMENT. AN 

established plumbing and heating 
business in Philadelphia. Doing good 
business. Owner leaving city. Price 
right. Address Key 455, “Domestic 
Engineering,” 1900 Prairie Ave., Chi- 
cago, 


Miscellaneous 


CONTRACT SHEETS, ESTIMATE 
Blanks Job Tickets, Iliustrated Let- 
ter Heads, etc., for plumbers, Large or 
small lots, reasonable, prompt delivery. 
Samples with delivere rices free. 
Fink & Sons Co.. School Bidg.. Laurel 
Springs, N. J. (Established 1896.) 





MANUFACTURERS: ORGANIZING 

wholesale house, in Kansas, to sell 
complete line of brass goods and 
plumbers’ specialties only, wants to 
get into communication with manufac- 
turers who wish their products given 
more sales effort in this territory and 
surrounding states. Address Key 453, 
“Domestic Engineering,” 1900 Prairie 
Ave., Chicago. 


PLUMBERS’ BIN LABELS 





Hadco Card Holders, Celluloid Covers 
and Illustrated Bin Labels for Water, 
Gas and Steam Fittings; also Plumb- 
ers’ Stock Boxes. Send for samples and 
prices and free plans: “How to Lay 
Out an Up-to-Date Plumbing Shop,” 
“How to Simplify the Work in the 
Stock Room,” and “How to Equip a 
Plumbing Shop on Wheels.” HADDON 
BIN LABEL CO., Wesley A. Fink, Presi- 
dent, Haddon Heights, N. J. 


WE BUY ALL SIZES OF 


PIPE COUPLINGS 


We Pay More @@ 
besides paying the freight COUPLING 


ASK US!——— 


CONSOLIDATED PIPE & STEEL CO. 


2712.24 S. 2nd St.— Plant No. 1— St. Louis, Mo, 





MONEY-MAKING SPECIALTY CAN 

be manufactured to advantage by 
any cast iron foundry. Write for 
details. Address Key 436, ‘“Domes- 
tic Engineering,” 1900 Prairie Ave., 
Chicago. 


Sell us your Surplus 


PIPE COUPLINGS 


HIGHEST CASH PRICES PAID 
WRITE US 


THE A. & J. MFG. CO. 
559 W. Lake St., Chicago, Ill. 





WIPING 
CLOTHS 


Formed—Flexible— Finished 


Made in five sizes for all standard joints. From 
your jobber or post paid to your address in the 
next mail or sent C.O.D. A post card for full 
particulars. Patented September 16th, 1924. 


GEO. E. WILLIAMS 


Sole Manufacturer 
3 E. 26th ST., MINNEAPOLIS, MINN. 


‘Eastern Branch 
MARTIN F. CUFF, 1L6 Summit Koad, Elizabeth, N. J 


Pipe Machines We specialize in 

new and used 
pipe machines having in stock at all 
times all sizes from 2 inch to 12 inch. 

Think of pipe machines think of 
O’Brien, Philadelphia 
THE O’BRIEN MACHINERY CO. 

113 N. Third Street ——— Pa. 


Long Distance Eagohene Market 
able Address: OORIEN. Philadelphia 





Books for Your Trade Library 


THE TABLE OF ESTIMATED RADIA- 

TION. By Harry B. Perri Gives 
the accurate amount of radiation re- 
quired for any size room. Computed 
from standard recognized rules and 
simplified to a degree that makes it 
readily understood by any man with 
even a limited knowledge of heating. 
Two tables—one for steam and the 
other for water—are printed In two 
colors on heavy celluloid—making four 
pages in all. Substantially bound. Size, 
4%x7% in. Saves time and eliminates 
errors. Price, postpaid, $1.00 


BOOKKEEPING AND COST FINDING 

FOR THE PLUMBER. By Weasley A. 
Fink. Outlines a simple method of 
bookkeeping and cost finding easily 
adapted to your business. Tells how 
to open and close a set of books, gives 
concrete examples on figuring labor 
and material costs, overhead expense— 
in fact a complete system worked out 
in every detail. Size, Fadia in. 138 
pages. Cloth. Price, $1.00. 


Books Sent Parcel Post Prepaid 


Domestic Engineering 
1900 Prairie Avenue, Chicago 





SUBSCRIPTION RATES 


United States, Cuba 
and Mexico 


CED os knccc000soes 


SIE ca cies 





1 year (52 issues).... 


COO w eee wees 


ubscription Blank 


Domestic Engineering Co., 


1900 Prairie Avenue, Chicago. 
I should like to read DOMESTIC ENGINEERING each week. Enter my subscription for............... years, 
for which I agree to pay $......... 


.on receipt of bill. 


Ns Sina le aeie:v dei 
yo Occupation ........ 
. 3.00 ee 
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Write Procter & 
Gamble, Cincinnati, 
Ohio, for details of 
window display con- 
test, October 15 to 30. 


New Procter & Gamble 
window display con- 
test will give special 
attention to Bath-a- 
Day windows. 


For your Christmas souvenir 


THE STORY OF THE BATH 


Special imprinting 
offer for Christmas 


Usually we imprint the name of 
the buyer free of charge only 
when 500 or more copies are 
bought. 


Those who buy “The Story” for 
Christmas giving may have “The 
Compliments of the Season,” and 
their names and addresses im- 
printed on the back cover with- 
out charge when order is for 
100 or more. 

Send in your order today to 
avoid delay. We will have many 
copies to be imprinted. 


DOMESTIC ENGINEERING 
1900 Prairie Ave., Chicago, III. 


I am going to give “The Story of the Bath” as my Christmas souvenir. 


Check here if your enter my order for 
business is 


You will want to present some kind of a rememb- 
rance gift to your customers at Christmas time. 
Why not let it this year be something closely 
connected with your business? 


Instead of sending out a calendar or 
other souvenir which has no direct 
bearing on your business, send your 
customers ‘‘The Story of the Bath.”’ 


It will be preserved and read by every member 
of the family because it will be a “different” 
kind of a gift—offering reading as interesting as 
a novel. 


Your customers will remember you because 
“The Story” is the only booklet of its kind in 
existence. You will benefit because it teaches 
sanitation through writing as good as will be 
found in any current magazine. 


Fill out the order blank below—after reading 
our special Christmas imprinting offer. 


copies at 10c each. Check enclosed. 


Plumbing Name.. 


Heating 


Plumbing and Heating Address. . . 








Kindly 
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